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Volume 140 


Index Key: a = abstract, b = book review, c = case report, e = editorial, ex = exhibit, | = letter, 
m = memorial, p = pictorial essay, t = technical note 


Subjects in this index are catalogued by 
body part where possible. Disease entities 
unique to a body part are listed by that part; 
other more general diseases have separate 
listing by name. Technical procedures are 
also listed by part, as appropriate. Because 
of general interest, subjects dealing with 
computed tomography, ultrasound, radio- 
nuclide imaging, and pediatric radiology are 
listed under those ieadings. All subjects are 
alphabetical. 


A 


Abdomen 
atlas of sectional anatomy: frontal, sagittal, hor- 
izontal planes (b), 140:1102 
bilomas: detecting and draining, 140:715 
complications after herniography, 140:491 
CT differentiation of subphrenic abscess and 
pleural effusion, 140:47 
NMR of vasculature viscera, 140:1217 
obturator hernia: CT (c), 140:735 
problems of intraabdominal abscess (a), 
140:632 
retroperitoneal 
140:733 
sonography of leiomyosarcoma (a), 140:835 
Abscess 
see also specific organ; region 
bilomas: detecting and draining, 140:715 
CT and sonography of severe renal and peri- 
renal infections, 140:517 
CT differentiation of subphrenic and pleural ef- 
fusion, 140:47 
hepatic: echogenic with or without demonstra- 
ble gas (I), 140:1275 
pancreatic diagnosis via percutaneous aspira- 
tion (a), 140:1279 
problems of intraabdominal, (a), 140:632 
sonography: hepatic amebic in children (a), 
140:838 
sonography of amebic of liver (a), 140:631 
wall thickness significance in solitary cavities of 
lung (c), 140:473 
Acetabulum, see pelvis 
Achalasia, see esophagus 
Achondroplasia, see bone 
Acinus, see lung 
Addison disease, see adrenal gland 
Adenoma, see specific organ 
Adrenal gland 
bilateral calcifications at birth (c), 140:105 


cystic lymphangioma (c), 


embolization of hyperfunctioning pheochromo- 
cytoma (c), 140:987 
normal in small cell lung carcinoma: CT-guided 
biopsy, 140:949 
Agammaglobulinemia, see gamma globulin 
Aganglionosis, see colon 
Alcohol, massive hemoptysis control: bronchial 
artery embolization (c), 140:271 
Alzheimer disease, see brain 
Amebiasis 
sonography: hepatic amebic abscess in chil- 
dren (a), 140:838 
sonography of abscess of liver (a), 140:631 
American Journal of Roentgenology, consulting 
editors, 1983, 140:46 
American Roentgen Ray Society 
1984 annual meeting: Las Vegas, 140:1226 
call for papers: 1984 meeting, 140:1004 
case of day, 140:614;140:1009 
1983 meeting, 140:312, 140:332, 140:472, 
140:770 
1983 meeting: invitation, 140:186 
1983 meeting: local activities, tennis and golf 
tournaments, 140:207 
officers, committees, meeting 
140:496, 140:802 
pediatric case of day, 140:618;140:1016 
1983 scientific program, 140:188 
section on instruction: courses for 1983 meet- 
ing, 140:193 
sonography case of day, 140:623;140:1024 
Amipaque, see metrizamide 
Amniography, see amnion 
Anastomosis, see artery; intestine; body part 
Anemia 
premature fusion of proximal humeral epiphy- 
ses in thalassemia, 140:239 
terminal phalangeal sclerosis in sickle cell dis- 
ease, 140:763 
Anesthesia 
epidural, in arteriography and vascular opera- 
tions (a), 140:633 
nitrous-oxide: interventional radiologic proce- 
dures, 140:145 
Aneurysm 
see also specific artery; aorta; heart 
arteriovenous fistulas originating from Rasmus- 
sen, (c), 140:687 
isolated internal iliac artery, presenting as giant 
pelvic masses (c), 140:784 
preoperative occlusion of saccular of ascend- 
ing aorta (c), 140:985 
rupture of acute dissection of thoracic aorta 
into pericardium: angiography (c), 
140:141 


information, 


sonography of major abdominal vascular le- 
sions (a), 140:634 
subarachnoid hemorrhage and cerebrovascular 
spasm: morphology of intracranial arteries 
(a), 140:838 
Angiocardiography, comparative hemodynamic 
effect of metrizamide and renografin 76 in 
infants with congenital heart disease, 
140:1097 
Angiography 
see also specific organ; artery; vein 
Caldwell lecture: collateral circulation: re- 
sponse to ischemia, 140:1051 
erectile function in men with occlusive arterial 
disease in legs (a), 140:411 
fundamentals (b), 140:1134 
indications in trauma to lower extremities (a), 
140:412 
Angiography, complication 
Ehlers-Danlos syndrome (a), 140:633 
iliac artery rupture (c), 140:989 
mediastinal extravasation during digital (t), 
140:389 
Angiography, digital subtraction 
carotid bifurcations: assessment with intrave- 
nous injection, 140:855 
hypertension evaluation, 140:779 
sodium dehydrocholate circulation times (t), 
140:817 
Angiography, technique 
aspirin effect on angioplasty-induced vessel 
wall hyperemia, 140:1233 
catheterization of thrombosed arteries for in- 
traarterial cancer treatment (t), 140:607 
deep spermatic vein embolization with straight 
catheter (t), 140:168 
digital subtraction cerebral by intraarterial in- 
jection and conventional, 140:347 
digital subtraction in children, 140:127 
digital subtraction of portal venous system, 
140:497 
digital subtraction with intravenous injection: 
carotid bifurcations, 140:855 
direct puncture in congenital venous malfor- 
mations (c), 140:135 
embolization of arteriovenous malformations by 
direct percutaneous puncture, 140:773 
Hexabrix and Renografin 60 in peripheral, 
140:975 
induced coronary spasm without signs or symp- 
toms of myocardial ischemia (c), 140:489 
intrahepatic portosystemic shunts using balloon 
dilatation catheter, 140:709 
intravenous vs. left ventricular injection of ionic 
contrast: hemodynamic implications for 


= 


digital subtraction, 140:425 
local thrombolytic therapy (e), 140:403 
lumbar epidural venography: disk disease (I), 
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sions (a), 140:634 
vascular ring: cause of unilateral obstructive 
pulmonary hyperinflation (c), 140:1111 
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Azygos vein 
abutting posterior wall of right main and upper 
lobe bronchi: normal CT variant, 140:461 


140:406 

nonvisualized nonoccluded graft, 140:979 

occlusion of large fistulas with detachable 
valved balloons and Spider (t), 140:1259 

pharmacoangiography in tumor diagnosis (b), 
140:860 

redirecting malpositioned central venous cath- 
eters (t), 140:393 

restoring patency of central venous catheters 


Aortography, see angiography; aorta 
Aqueduct, vestibular, see ear 
Aqueduct of Sylvius, see brain 
Arachnoid, subarachnoid hemorrhage and cere- B 

brovascular spasm: morphology of intra- 

cranial arteries (a), 140:838 
Arnold-Chiari malformation, see brain 
Arteriography, see angiography; artery 
Arterioscierosis 


tortuous arch simulating pulmonary lesion (I), 
140:176 


Basal cell nevus syndrome, see bone 

Basilar artery, subarachnoid hemorrhage and cer- 
ebrovascular spasm: morphology of int:a- 
cranial arteries (a), 140:838 


(t), 140:391 

simple catheter connector clamp (t), 140:610 

sodium dehydrocholate circulation times in dig- 
ital subtraction angiography (t), 140:817 

Angiography, therapeutic application 

embolization of arteriovenous malformations by 
direct percutaneous puncture, 140:773 

intraarterial infusion of urokinase in treatment 
of acute pulmonary thromboembolism, 
140:883 

intrahepatic portosystemic shunts using balloon 
dilatation catheter, 140:709 

isobutyl 2-cyanoacrylate embolization of hepa- 
toportal fistula (c), 140:137 

local streptokinase infusion for superior mes- 
enteric artery thromboembolism (c), 
140:771 

local thrombolytic therapy (e), 140:403 

massive hemoptysis control: bronchial artery 
embolization with absolute alcohol (c), 
140:271 

preoperative occlusion of saccular aneurysm of 
ascending aorta (c), 140:985 


see also specific blood vessel 

carotid: real-time sonography and angiography, 
140:355 

ectasia of intracerebral arteries (a), 140:412 

erectile function in men with occlusive arterial 
disease in legs (a), 140:411 

percutaneous transluminal angioplasty (a), 
140:633 


Arteriovenous malformation 


angioarchitecture of pulmonary: cc ‘sideration 
before embolotherapy, 140:681 

angiographically cryptic histologically verified 
cerebrovascular, (a), 140:1281 

atypical carotid-cavernous fistula (a), 140:179 

direct puncture angiography in congenital ve- 
nous (c), 140:135 

embolization by direct percutaneous puncture, 
140:773 

embolization of cerebral with bucrylate (a), 
140:180 

fistulas originating from Rasmussen aneurysms 
(c), 140:687 

occlusion of large fistulas with detachable 


Bile duct 
abnormalities with arteriohepatic dysplasia (a), 
140:1041 
bilomas: detecting and draining, 140:715 
common duct varices (a), 140:179 
cystadenoma (I), 140:630 
transhepatic cholangiography (a), 140:835 
Bile duct, drainage 
dormia basket modification for percutaneous 
transhepatic stone removal (t), 140:395 
removable endoprosthesis (t), 140:812 
susceptibility testing of bacteria obtained be- 
fore bile duct manipulation, 140:1185 
Bile duct, obstruction 
CT features, 140:1173 
discordance of sonography and cholescintig- 
raphy in acute (c), 140:501 
primary sclerosing cholangitis: aggressive sur- 
gical approach (a), 140:409 
primary sclerosing cholangitis (a), 140:409 
Bile duct, radionuclide imaging, sign of sympto- 
matic chronic cholecystitis, 140:283 
Bile duct, ultrasound 


Angioma, see specific organ 


valved balloons and Spider (t), 140:1259 
Angioplasty 


systemic artery-to-pulmonary vascular shunt: 


ascariasis: real-time vs. static B-mode (I), 
140:174 


aspirin effect on angioplasty-induced vessel 
wall hyperemia, 140:1233 

iliac artery rupture: complication of translumi- 
nal, (c), 140:989 

percutaneous transluminal: external carotid ar- 
tery (a), 140:837 

percutaneous transluminal dilatation for renal 
artery stenosis in hypertensive girl (c), 
140:983 

percutaneous transluminal, in surgical manage- 
ment of peripheral vascular disease (a), 
140:633 

percutaneous transluminal of abdominal aortic 
coarctation (c), 140:1239 

renal transplant arterial stenosis: percutaneous 
transluminal, 140:325 

vascular patency after femoral: correlation of 
angiographic appearance with clinical 
findings, 140:1227 


complication of closed-tube thoracostomy 
(c), 140:917 
Arteriovenous malformation and fistula, see a/so 
organ; region 
Artery 
see also specific artery; organ; region 
anatomy of upper extremity (a), 140:412 
aspirin effect on angioplasty-induced vessel 
wall hyperemia, 140:1233 
Caldwell lecture: collateral circulation: re- 
sponse to ischemia, 140:1051 
Ehlers-Danlos syndrome (a), 140:633 
sonography of major abdominal vascular le- 
sions (a), 140:634 
Arthritis, late-onset systemic lupus erythemato- 
sus, 140:587 
Arthrography 
see also specific joint 
plica synovialis infrapatellaris: anterior cruciate 


primary carcinomas (a), 140:632 


Biliary tract, radionuclide imaging, atlas of he- 


patobiliary imaging (b), 140:1064 


Biopsy 


see also specific organ 

aspiration cytology and Tru-Cut needle: com- 
parison in clinically suspicious breast 
masses (a), 140:634 

avoiding negative percutaneous lung biopsy: 
contrast-enhanced CT, 140:265 

closed skeletal needle, 140:113 

CT-guided fine-needle aspirations: diagnosis of 
benign and malignant disease, 140:363 

electron microscopy and cytology of fine- 
needle, 140:1253 

fine-needle aspiration of mediastinal masses, 
140:893 

focal lesions in spleen: sonographic patterns 
and, 140:59 


Angitis, see arteritis ligament disruption, 140:767 
Ankylosis, see specific joint; spine rotator cuff tear measurement, 140:315 
Antrum, see stomach suprapatellar plica synovialis (a), 140:1043 
Anus Ascariasis 
barium evaluation in patients with inflammatory acute urinary retention: presenting symptom of 
bowel disease, 140:1151 Ascaris lumbricoides infection in children 
invertogram in baby with imperforate, and (a), 140:1282 
esophageal atresia (I), 140:833 biliary: real-time vs. static B-mode sonography 
prone cross-table lateral view: alternative to (I), 140:174 
invertogram in imperforate, 140:227 Aseptic necrosis, see bone 
Aspiration, percutaneous, pancreatic abscess 
diagnosis (a), 140:1279 
Aspirin, effect on angioplasty-induced vessel wall 
hyperemia, 140:1233 
Astrocytoma, see brain 
Atlas and axis 
malformations simulating Jefferson fracture, 
140:1083 
pseudospread of atlas: false sign of Jefferson 
fracture in young children, 140:1079 
Atrial septal defect, see heart 
Atrium, see heart 
Auditory canal, see ear 
Avascular necrosis, see bone 
Azygography, see azygos vein 


lateral scout radiograph in CT-guided aspira- 
tion, (t), 140:164 

localization of nonpalpable breast lesions, 
140:807 

normal adrenal glands in small cell lung carci- 
noma: CT-guided, 140:949 

peritoneal mesothelioma: CT, sonography, fine- 
needle aspiration, 140:1189 

real-time sonographic needle guide (t), 
140:162 

sonographically guided transperineal prostatic: 
longitudinal linear-array transducer, 
140:745 

transvenous liver, (a), 140:1041 

ultrasound-guided for deep-seated brain tu- 
mors (a), 140:838 

verification of superficial biopsy sites of barium 
enema (c), 140:945 

Bladder 

coexistence of ureteropelvic junction obstruc- 
tion and reflux, 140:231 

pelvic adenopathy from prostate and, carci- 
noma: rapid-sequence CT, 140:95 

Blastomycosis, splenic abscess: scintigraphy, 

sonography, CT (c), 140:66 


Aorta 

coarctation with right aortic arch of mirror-im- 
age type (c), 140:1135 

CT in trauma, 140:1119 

NMR of vasculature of abdominal viscera, 
140:1217 

obstruction of airway in infants with congenital 
heart disease, 140:675 

percutaneous transluminal angioplasty of ab- 
dominal coarctation (c), 140:1239 

preoperative occlusion of saccular aneurysm of 
ascending, (c), 140:985 

rupture of acute dissection of thoracic into per- 
icardium: angiography (c), 140:141 

sonography of major abdominal vascular le- 
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Bone 
see also specific bone 
diagnosis of bone and joint disorders with em- 
phasis on articular abnormalities (b), 
140:926 
joints and, in diabetes mellitus (b), 140:846 
terminal phalangeal sclerosis in sickle cell dis- 
ease, 140:763 
Bone, developmental abnormality 
Marshall-Smith syndrome: pulmonary manifes- 
tations (a), 140:1282 
premature fusion of proximal humeral epiphy- 
ses in thalassemia, 140:239 
Bone, infection 
acute hematogenous osteomyelitis: CT (a), 
140:411 
closed skeletal needle biopsy, 140:113 
CT in pyogenic osteomyelitis of 
140:1199 
Bone, metabolic abnormality 
elbow abnormalities in renal osteodystrophy, 
140:577 
osteodystrophy in children with chronic renal 
failure (a), 140:839 
radiotracer uptake in renal osteodystrophy (a), 
140:1043 
Bone, neoplasm 
closed skeletal needle biopsy, 140:113 
polyostotic spinal tumors ( b), 140:116 
scintigraphy of benign exostoses and exostotic 
chondrosarcomas, 140:581 
treated Ewing sarcoma: radiographic appear- 
ance, 140:753 
Bone, radionuclide imaging 
benign exostoses and exostotic chrondrosar- 
comas, 140:581 
distal femoral defect (a), 140:1042 
hip joint effusions in children, 140:995 
identical male twins and brother with Cockayne 
syndrome (a), 140:1045 
radiotracer uptake in renal osteodystrophy (a), 
140:1043 
Book reviews 
aspects of cancer research 
140:100 
atlas of human skull, 140:286 
atlas of mammography, 140:680 
atlas of radionuclide hepatobiliary imaging, 
140:1064 
atlas of sectional anatomy: frontal, sagittal, hor- 
izontal planes, 140:1102 
atlas of total body radionuclide imaging, 
140:134 
bones and joints in diabetes mellitus, 140:846 
cancer diagnosis, 140:564 
cancer medicine, 140:252 
Clark’s positioning in radiography, 140:516 
Clinical radiology in gastroenterology, 140:580 
computed tomography technology, 140:252 
computer-assisted cardiac nuclear medicine, 
140:126 
control of exposure of public to ionizing radia- 
tion in accident or attack, 140:564 
critical issues in setting radiation dose limits, 
140:846 
cross-sectional echocardiography, 140:286 
CT in evaluation of trauma, 140:860 
CT in intracranial tumors, 140:880 
diagnosis and treatment of polyostotic spinal 
tumors, 140:116 
diagnosis of bone and joint disorders with em- 
phasis on articular abnormalities, 140:926 
diagnosis of genitourinary disease, 140:880 
digital nuclear medicine, 140:952 
echocardiographic interpretation, 140:510 
evaluation of diagnostic systems, 140:958 
fundamentals of angiography, 140:1134 
fundamentals of radiology, 140:744 
head injury, 140:908 
iatrogenic gastrointestinal 
140:86 


spine, 


1971-1978, 


complications, 
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interventional radiology, 140:656 
intervention radiology 2, 140:680 
introduction to clinical radiology, 140:728 
introductory physics of nuclear medicine, 
140:744 
measurement of performance characteristics of 
diagnostic x-ray systems used in medicine 
(b), 140:728 
medical diagnostic imaging systems, 140:510 
medical physics and physiological measure- 
ment, 140:116 
medical radiation biology, 140:958 
neuroradiology: neuropathological approach, 
140:1130 
nuclear medicine annual 1982, 140:86 
operative sonography, 140:1134 
opinions, comments, reflections on radiology, 
140:1158 
ovarian carcinoma: etiology, diagnosis, treat- 
ment, 140:542 
pharmacoangiography in 
140:860 
phlebography of lower limb, 140:516 
physical basis of computed tomography, 
140:1064 
practical gamuts and differential diagnosis in 
pediatric radiology, 140:100 
quantitative risk in standards setting, 140:572 
radiologic clinics of North America, 140:122 
radiologic clinics of North America: symposium 
on metastatic disease, 140:708 
radiology departments: planning, operation, 
management, 140:1158 
radiology of ear, nose, throat, 140:122 
radiology of syndromes and metabolic disor- 
ders, 140:1150 
radionuclide brain imaging, 140:708 
roads to radiology: imaging guide to medicine 
and surgery, 140:1134 
scientific basis of medical imaging, 140:1110 
symposium on sonography in obstetrics and 
gynecology, 140:1110 
tumor imaging, 140:542 
ultrasound annual 1982, 140:1130 
uncommon malignant tumors, 140:296 
x-ray measurements and protection 
1913-1964, 140:908 
1982 year book of nuclear medicine, 140:1102 
Bowel, see colon; intestine 
Brachydactyly, see bone 
Brain 
atlas of sectional anatomy: frontal, sagittal, hor- 
izontal planes (b), 140:1102 
ectasia of intracerebral arteries (a), 140:412 
head injury (b), 140:908 
hematoma after evacuation of chronic extracer- 
ebral fluid collections (a), 140:1282 
intracranial pressure: empty sella syndrome 
with benign intracranial hypertension (a), 
140:179 
neuropathological approach (b), 140:1130 
NMR and CT abnormalities, 140:847 
survival after traumatic ponto-medullary tear 
(a), 140:838 
Brain, angiography 
digital subtraction by intraarierial injection and 
conventional, 140:347 
histologically verified malformations (a), 
140:1281 
Brain, blood supply, subcortical arteriosclerotic 
encephalopathy and cortical infarcts in 
young normotensive patient (a), 140:837 
Brain, computed tomography 
cavernous sinus (a), 140:179 
diazepam prophylaxis of contrast media-in- 
duced seizures, 140:787 
evaluation of knocked-out boxers (a), 140:413 
intracranial tumors (b), 140:880 
intrathecal metrizamide. part 1: normal brain 
stem, 140:553; part 2: lesions in and 
around, 140:565 


tumor diagnosis, 
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senile dementia and normal aging (a), 140:180, 
140:1044 
Brain, developmental abnormality 
angiographically cryptic histologically verified 
malformations (a), 140:1281 
diagnosis and treatment of syringomyelia and 
Chiari malformation (a), 140:1280 
identical male twins and brother with Cockayne 
syndrome (a), 140:1045 
Brain, hemorrhage 
echogenic periventricular halo: normal sono- 
graphic finding or neonatal ‘vemorrhage, 
140:793 
hematoma after evacuation of chronic fluid col- 
lections (a), 140:1282 
sonography of perinatal (a), 140:413 
subarachnoid, and cerebrovascular spasm: 
morphology of intracranial arteries (a), 
140:838 
Brain, hydrocephalus, toxoplasmosis frequency 
in congenital, (a), 140:838 
Brain, infection, toxoplasma encephalitis in Hai- 
tians with acquired immunodeficiency 
syndrome, 140:861 
Brain, neoplasm 
analysis of central nervous system tumors in 
China (a), 140:837 
CT in intracranial tumors (b), 140:880 
CT of brain stem with intrathecal metrizamide. 
part 1: normal, 140:553; part 2: lesions in 
and around, 140:565 
diazepam prophylaxis of contrast media-in- 
duced seizures during CT of patients with 
brain metastases, 140:787 
limited value of CT in staging small cell lung 
cancer, 140:37 
radiation therapy: management of meningioma 
(a), 1*0:179 
sterilized metastases, 140:15 
ultrasound-guided biopsy for deep-seated, (a), 
140:838 
Brain, nuclear magnetic resonance imaging, 
proton studies on edema (a), 140:1281 
Brain, radionuclide imaging 
cerebrospinal fluid shunt patency evaluation 
(a), 140:1044 
radionuclide brain imaging (b), 140:708 
Brain, ultrasound 
echogenic periventricular halo: normal finding 
or neonatal hemorrhage, 140:793 
intracranial pathology in ‘“‘high risk’’ neonates 
(a), 140:413 
intraoperative use (a), 140:1044 
perinatal intracerebeliar hemorrhage (a), 
140:413 
pseudoasymmetry of prenatal cerebral hemi- 
spheres (a), 140:181 
Breast 
atlas of mammography (b), 140:680 
excretion in human milk after adminisiration of 
macroaggregated albumin (a), 
140:181 
focal fibrous disease (c), 140:1245 
methylene blue and isosulfan blue (I) 140:1038 
Breast, neoplasm 
aspiration cytology and Tru-Cut needle biopsy: 
comparison (a), 140:634 
bronchogenic carcinoma, 140:259 
detection with sonography and mammography, 
140:843 
evaluation of new imaging procedures (e), 
140:591 
fibroadenoma: sonomammography and pathol- 
ogy, 140:369 
localization of nonpalpable lesions, 140:807 
mammographic visualization of deep lesions (I), 
140:629 
Breast, radiography 
classification of parenchymal patterns, 140:1 
enhanced image, 140:9 
Bronchiectasis, see bronchus 
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Bronchography, ectopic right bronchus, 140:671 
Bronchus 
cysts with high CT numbers, 140:463 
ectopic right, 140:671 
inhalation laryngotracheal bronchography (a), 
140:1040 
obstruction of airway by aorta in infants with 
congenital heart disease, 140:675 
treatment of localized pulmonary interstitial em- 
physema: selective intubation (c), 
140:1107 
Bucrylate 
bronchial artery occlusion for severe hemopty- 
sis, 140:467 
embolization of cerebral arteriovenous malfor- 
mations (a), 140:180 
isobutyl 2-cyanoacrylate embolization of hepa- 
toportal fistula (c), 140:137 
occlusion for hemoptysis (I), 140:833 
Budd-Chiari syndrome, see liver 
Bursa, see specific joint 


Cc 


Caffey disease, see bone 
Calcification 
see also specific organ; region 
bilateral adrenal, at birth (c), 140:105 
renal: complication of long-term furosemide 
therapy in preterm infants (a), 140:413 
Calculus, see specific organ 
Cancer, see neoplasm; specific organ; region 
Carotid artery 
atherosclerosis: real-time sonography and an- 
giography, 140:355 
cerebral arteriography, noninvasive Doppler im- 
aging, intravenous angiography: compar- 
ison (a), 140:633 
digital subtraction angiography with intrave- 
nous injection: assessment of 1,000 ca- 
rotid bifurcations, 140:855 
ectasia of intracerebral arteries (a), 140:412 
nonpenetrating traumatic injuries to extracra- 
nial (a), 140:412 
percutaneous transluminal angioplasty of exter- 
nal (a), 140:837 
Carpus, see wrist 
Case of day, 140:614, 140:1010 
Cataract, see eye 
Cathartic, see colon 
Catheterization 
see also organ; blood vessel 
kinked Lunderquist exchange guide wire: sign 
of impending separation (t), 140:1262 
major fissure tube placement (I), 140:1039 
preoperative occlusion of saccular aneurysm of 
ascending aorta (c), 140:985 
redirecting malpositioned central venous cath- 
eters (t), 140:393 
removable biliary endoprosthesis (t), 140:812 
restoring patency of central venous catheters 
(t), 140:391 
systemic artery-to-pulmonary vascular shunt: 
complication of closed-tube thoracostomy 
(c), 140:917 
thrombosed artery for intraarterial cancer treat- 
ment (t), 140:607 
Cauda equina, see spinal cord 
Cavernous sinus, CT (a), 140:179 
Cavography, see vena cava 
Cecum, see colon 
Cephalhematoma, see skull 
Cephalometry, see skull 
Cerebellopontine angle, see brain 
Cerebral angiography, see angiography; brain 
Cerebral artery, see brain; specific artery 
Cerebral palsy, see body part 
Cerebral veins, see brain 
Cerebrospinal fluid 
intracranial pressure: empty sella syndrome 
with benign intracranial hypertension (a), 
140:179 
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shunt patency evaluation: °°°Tc DTPA (a), 
140:1044 
Cervix, see uterus 
Chemonucleolysis, CT and: herniated interverte- 
bral disks (a), 140:411 
Chemotherapy 
see also specific drug; organ 
benign pulmonary nodules in children receiving 
cytotoxic chemotherapy, 140:21 
catheterization of thrombosed arteries for in- 
traarterial cancer treatment (t), 140:607 
splenic embolization to prevent dose limitation 
(t), 140:159 
Chest, see thorax 
Cholangiography, transhepatic (a), 140:835 
Cholangitis, see bile duct 
Cholecystitis, see gallbladder 
Choledochal cyst, see bile duct 
Cholelithiasis 
abnormal gallbladder 
140:1278 
CT, 140:1179 
sonography (a), 140:1278 
susceptibility testing of bacteria obtained be- 
fore bile duct manipulation, 140:1185 
Cholesteatoma, see organ; part 
Cholografin, see iodipamide 
Chondroblastoma, see bone 
Chondrocaicinosis articularis, see joint 
Chondroma, see specific organ 
Chondromaiacia, see joint 
Chondromatosis, see joint 
Chondrosarcoma, see bone 
Chordoma, see a/so spine; skull 
Choroid plexus, see brain 
Cisternography, see cistern 
Cockayne syndrome, identical male twins and 
brother with, (a), 140:1045 
Colitis, see colon 
Collimators, see radiography 
Colon 
barium evacuation in Hirschsprung disease (I), 
140:628 
colonoscopy: indications, failures, costs (a), 
140:410 
Crohn disease (a), 140:1041 
lateral displacement of right kidney by: CT of 
anatomic variation (c), 140:313 
optimum overhead views in double-contrast ex- 
aminations, 140:505 
portal venous air associated with barium enema 
(c), 140:1171 
preparation for barium enema (a), 140:178 
single- or double-contrast barium enemas (e), 
140:1271 
small-bowel obstruction masking synchronous 
large-bowel obstruction: emergency bar- 
ium enema, 140:1159 
technologist-performed 
140:829 
technologist performed ‘‘7-pump’’ method (I), 
140:1037 
uncomplicated 
140:178 
verification of superficial biopsy sites by barium 
enema (c), 140:945 
zonal aganglionosis (a), 140:836 
Colon, neoplasm 
barium enemas of colon carcinoma: sensitivity 
of double- and single-contrast studies, 
140:1143 
diminutive polyps (a), 140:178 
rectal carcinoma management: CT impact, 
140:1137 
Colonoscopy 
see colon 
diminutive polyps (a), 140:178 
indications, failures, costs (a), 140:410 
Complication 
see specific procedure 
after herniography, 140:491 
Computed tomography 


emptying with, (a), 


fluoroscopy (i), 


diverticular disease (a), 
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see also specific organ 
angiography and: soft tissue tumors of extrem- 
ities (a), 140:1043 
evaluation of trauma (b), 140:860 
fine-needle aspirations: diagnosis of benign and 
malignant disease, 140:363 
high-resolution sagittal and coronal reformatted 
images of larynx (t), 140:819 
lateral scout radiograph in aspiration biopsy (t), 
140:164 
normal larynx (p), 140:875 
pharyngolaryngeal carcinoma (a), 140:1044 
physical basis (b), 140:1064 
sarcomatous degeneration in neurofibromato- 
sis, 140:383 
technology (b), 140:252 
Computed tomography, abdomen 
biliary obstruction, 140:1173 
choledocholithiasis, 140:1179 
Crohn disease, 140:277 
differentiation of subphrenic abscess and 
pleural effusion, 140:47 
gastrointestinal leiomyosarcoma (a), 140:410 
lateral displacement of right kidney by colon: 
anatomic variation (c), 140:313 
normal adrenal glands in small cell lung carci- 
noma, 140:949 
obturator hernia (c), 140:735 
peritoneal mesothelioma: sonography, fine- 
needle aspiration biopsy, and, 140:1189 
retroperitoneal cystic lymphangioma (c), 
140:733 
review: anomalies of 
140:339 
sonography and: hemorrhagic cholecystitis (c), 
140:1197 
Computed tomography, cranium 
cavernous sinus (a), 140:179 
diazepam prophylaxis of contrast media-in- 
duced seizures, 140:787 
economic impact on evaluation of pituitary ad- 
enomas, 140:573 
evaluation of knocked-out boxers (a), 140:413 
evaluation of orbital masses: sonography and, 
(a), 140:1281 
facial struts in trauma: 1. normal anatomy, 
140:523; 2. osseous and soft-tissue com- 
plication, 140:533 
intracranial tumors (b), 140:880 
intrathecal metrizamide. part 1: normal brain 
stem, 140:553; part 2: lesions in and 
around, 140:565 
limited value in staging small cell lung cancer, 
140:37 
pharyngeal narrowing in adult obstructive sleep 
apnea, 140:543 
radiologic clinics of North America (b), 140:122 
radiology of ear, nose, throat (b), 140:122 
senile dementia and normal aging (a), 140:180, 
140:1044 
temporomandibular joint (t), 140:165 
Computed tomography, heart 
abnormal pericardium, 140:1125 
Clinically applicable gated, (t), 140:604 
clinical value of coronary bypass graft, 140:649 
coronary artery bypass graft patency (a), 
140:409 
intracardiac and 
140:903 
Computed tomography, kidney 
infarction, 140:721 
severe infections: sonography and, 140:517 
Computed tomography, liver 
arterioportal shunts, 140:953 
contrast enhancement of 
140:297 
contrast enhancement of tumors: bolus and in- 
fusion techniques, 140:291 
differential diagnosis of masses (a), 140:632 
focal contrast enhancement: superior vena 
caval and brachiocephalic vein obstruc- 
tion (c), 140:337 


inferior vena cava, 


intrapericardial masses, 


focal lesions, 


ill 
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Computed tomography, neck 
laryngoceles, 140:549 
squamous cell carcinoma of oral and pharyn- 
geal cavities (a), 140:1282 
Computed tomography, orbit, lesions of optic 
nerve, 140:869 
Computed tomography, pancreas 
pseudocyst: sonography and, 140:59 
tumors, 140:959 
Computed tomography, pelvis 
acetabular fracture (a), 140:1043 
adenopathy from bladder and prostate carci- 
noma: rapid-sequence CT, 140:95 
rectal carcinoma management, 140:1137 
recurrent rectal carcinomas (a), 140:410 
Computed tomography, skeleton, acute hema- 
togenous osteomyelitis (a), 140:411 
Computed tomography, spine 
chemonucleolysis and: herniated intervertebral 
disks (a), 140:411 
postiaminectomy pseudomeningocele, 
140:1203 
pyogenic osteomyelitis, 140:1199 
Computed tomography, technique 
Clinically applicable gated cardiac, (t), 140:604 
contrast enhancement of focal hepatic lesions, 
140:297 
contrast enhancement of hepatic tumors: bolus 
and infusion, 140:291 
diazepam prophylaxis of contrast media-in- 
duced seizures, 140:787 
patellofemoral joint (t), 140:400 
Computed tomography, thorax 
anatomy of hilar lymphadenopathy, 140:887 
aortic trauma, 140:1119 
avoiding negative percutaneous lung biopsy: 
contrast-enhanced, 140:265 
azygos vein abutting posterior wall of right main 
and upper lobe bronchi: normal variant, 
140:461 
bilateral pulmonary sequestration (c), 140:689 
bronchogenic cysts with high CT numbers, 
140:463 
Castleman disease (c), 140:691 
cross-sectional shape of child's trachea, 
140:1103 
differentiation of subphrenic abscess and 
pleural effusion, 140:47 
efficacy in evaluating masses (I), 140:829 
esophageal foreign body (c), 140:289 
esophageal varices after sclerotherapy (c), 
140:1195 
high-kilovoltage radiography and: comparison, 
140:1115 
intrathoracic goiters, 140:455 
major and minor fissures, 140:439 
malignant pleural mesothelioma, 140:665 
myasthenia gravis, 140:31 
pleural disease, 140:909 
sonography and: thymolipoma (c), 140:1131 
superior sulcus tumor, 140:25 
thickened esophageal walls, 140:931 
trachea (I), 140:408 
tracheopathia osteoplastica (c), 140:268 
Computed tomography, treatment planning, 
rectal carcinoma management, 140:1137 
Computer, simple interactive program to store 
literature references (t), 140:169 
Congenital abnormality, see organ; part 
Contrast medium 
see also specific medium 
dosage schedule for pediatric urography (t), 
140:815 
effect in lung in rat and dog, 140:245 
Hexabrix and Renografin 60 in peripheral ar- 
teriography, 140:975 
induced electrocardiographic abnormalities, 
140:149 
intravenous vs. left ventricular injection of ionic: 
hemodynamic implications for digital sub- 
traction angiography, 140:425 
Coronary angiography, see coronary artery 
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Coronary artery 
clinical value of coronary bypass graft: CT eval- 
uation, 140:649 
induced spasm without signs or symptoms of 
myocardial ischemia (c), 140:489 
Corpus, cavernosus, see penis 
Corpus callosum, see brain 
Cost analysis, see economics; radiology 
Cowper duct, see urethra 
Craniofacial dysostosis, see bone 
Craniopharyngioma, see brain 
Craniosynostosis, see skull 
Crohn disease 
barium evaluation of anal canal in patients with 
inflammatory bowel disease, 140:1151 
colon (a), 140:1041 
CT evaluation, 140:277 
Crouzon disease, see bone 
Cushing syndrome, sonography of nephrocalci- 
nosis (I), 140:833 
Cyst, see specific organ; part 
Cystic fibrosis, see also specific organ 
Cystography, see bladder; other organs 
Cystourethrography, see bladder; urethra 


D 


Dacryocystography, see lacrimal gland 
Desmoid tumor, see specific organ 
Diabetes mellitus, bones and joints in, (b), 
140:846 
Diaphragm 
CT differentiation of subphrenic abscess and 
pleural effusion, 140:47 
traumatic rupture: real-time sonography, 
140:915 
Digital subtraction angiography 
carotid bifurcations: assessment with intrave- 
nous injection, 140:855 
cerebral arteriography, noninvasive Doppler im- 
aging, intravenous angiography: compar- 
ison (a), 140:633 
cerebral by intraarterial injection and conven- 
tional angiography, 140:347 
children, 140:127 
hypertension evaluation, 140:779 
intravenous vs. left ventricular injection of ionic 
contrast: hemodynamic _ implications, 
140:425 
mediastinal extravasation during, (t), 140:389 
portal venous system, 140:497 
sodium dehydrocholate circulation times (t), 
140:817 
Disease, see by name; body part 
Dislocation 
see also specific joint 
systematic approach to identifying fourth and 
fifth carpometacarpal joint, 140:319 
unusual of shoulder, 140:1207 
Dissection, see specific artery 
Diverticulitis, see colon 
Diverticulum, see specific organ, Meckel’r 
Doppler, see ultrasound 
Drainage procedures 
see also specific organ 
pancreatic abscess diagnosis via percutaneous 
aspiration (a), 140:1279 
Dual energy, see a/so radiography 
Ductus arteriosus, see heart 
Duodenum 
cigarette smoking and barium coating (a), 
140:836 
esophageal and, atresia: sonography (c), 
140:225 
linear niches in bulb, 140:941 
Dura mater, see meninges 


E 


Eagle syndrome, (c), 140:881 

Ear, tomography and xerotomography after recon- 
structive middle ear surgery for cholestea- 
toma (a), 140:413 


Echocardiography, see heart, ultrasound 
Economics 


impact of CT on evaluation of pituitary adeno- 
mas, 140:573 

medical diagnostic imaging systems (b), 
140:510 


Editorials 


evaluation of new imaging procedures for 
breast cancer, 140:591 

foreign correspondence: mobile CT, equity, and 
all those doxies, 140:1035 

high-frequency x-ray generators, 140:626 

how radiation medicine began, 140:596 

human investigation and informed consent, 
140:600 

image of general radiologist, 140:826 

is radiation ever safe?, 140:596 

layman's perspective, 140:597 

local thrombolytic therapy, 140:403 

malpractice and radiologic “‘miss,”’, 140:1032 

medical radiation risks and public, 140:598 

perception of risk behavioral perspective, 
140:601 

radiation and health risks: bioethical perspec- 
tive, 140:599 

radiation risk and public education, 140:602 

radiation: risks and benefits, 140:595 

radiologic reporting: hierarchy of terms, 
140:402 

radiologic reporting: lungs and pleura, 
140:1030 

radiologic reporting: structure, 140:171 

single- or double-contrast barium enemas, 
140:1271 


Education, simple interactive computer program 


to store literature references (t), 140:169 


Efficacy studies 


cutting needless films cuts costs (I), 140:1276 

economic impact of CT on evaluation of pituitary 
adenomas, 140:573 

limited value of CT brain scans in staging smaii 
cell lung cancer, 140:37 

low back pain, 140:109 

optimum overhead views in double-contrast 
barium-enema examinations, 140:505 


Effusion, see specific region 
Ehlers-Danlos syndrome, vascular manifestations 


(a), 140:633 


Elbow 


abnormalities in renal osteodystrophy, 140:577 
radial head-capitellum view in trauma (I), 
140:1273 


Electron radiography, solitary nodules in thyroid 


gland (t), 140:398 


Embolism 


intraarterial infusion of urokinase in treatment 
of acute pulmonary, 140:883 

local streptokinase infusion for superior mes- 
enteric artery thromboembolism (c), 
140:771 


Embolism, pulmonary, complications after elec- 


tive hip surgery (a), 140:1040 


Embolism, therapeutic 


angioarchitecture of pulmonary arteriovenous 
malformations: consideration before 
embolotherapy, 140:681 

arteriovenous malformations embolization by 
direct percutaneous puncture, 140:773 

bronchial artery occlusion for severe hemopty- 
sis: isobutyl 2-cyanoacrylate, 140:467 

cerebral arteriovenous malformations: bucry- 
late (a), 140:180 

deep spermatic vein embolization with straight 
catheter (t), 140:168 

epidural anesthesia in arteriography and vas- 
cular operations (a), 140:633 

hyperfunctioning pheochromocytoma  (c), 
140:987 

isobutyl 2-cyanoacrylate: hepatoportal fistula 
(c), 140:137 

isobutyl-2 cyanoacrylate occlusion for hemop- 
tysis (I), 140:833 
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massive hemoptysis control: bronchial artery 
embolization with absolute alcohol (c), 
140:271 
occlusion of large fistulas with detachable 
valved balloons and Spider (t), 140:1259 
splenic: to prevent dose limitation of cancer 
chemotherapy (t), 140:159 
Emphysema, see organ 
Empyema, see organ 
Encephalography, see brain 
Endoscopy 
see also specific organ 
colonoscopy (a), 140:410 
human endoscopic sonography (a), 140:1041 
Enteritis, see intestine 
Enterocolitis, see colon; intestine 
Epidermoid, see skull; brain 
Epiphysis, see specific bone 
Erratum, 140:8 
Error, diagnostic, malpractice and radiologic 
“‘miss’’ (e), 140:1032 
Esophagus 
adenocarcinoma in patients with scleroderma, 
140:927 
balloon catheter dilation of severe stricture (a), 
140:1279 
carcinoma: assessing submucosal extent (a), 
140:1042 
CT of foreign body (c), 140:289 
CT of thickened walls, 140:931 
CT of varices after sclerotherapy (c), 140:1195 
duodenal atresia and: sonography (c), 140:225 
esophageal involvement in pemphigoid (a), 
140:178 
food laceration (c), 140:503 
manometry (a), 140:836 
polypoid epithelial malignancies, 140:921 
radiologic evaluation of complications after eso- 
phagogastrectomy, 140:1163 
reflux: scintigraphy or pH probe?, 140:1087 
stricture managed by bougienage (a), 140:836 
Ewing sarcoma 
see bone 
treated: radiographic appearance, 140:753 
Exophthaimus, see eye 
Exostosis, see bone 


F 


Face, high-resolution CT of facial struts in trauma: 
1. normal anatomy, 140:523; 2. osseous 
and soft-tissue complication, 140:533 
Falx cerebri, see meninges 
Femoral artery 
Hexabrix and Renografin 60 in peripheral ar- 
teriography, 140:975 
vascular patency after angioplasty: correlation 
of angiographic appearance with clinical 
findings, 140:1227 
Femur, distal defect: °°"Tc pyrophosphate bone 
scan (a), 140:1042 
Fetus 
cervical mass associated with maternal hydram- 
nios (c), 140:507 
disproportionate left hepatic lobe size: sonog- 
raphy (a), 140:181 
polyhydramnios associated with limb abnor- 
malities, 140:1001 
sonographic determination of gender before 25 
weeks gestation, 140:741 
sonographic pseudoasymmetry of cerebral 
hemispheres (a), 140:181 
sonography in obstetrics and gynecology (b), 
140:1110 
standardized plane for biparietal diameter 
measurement (a), 140:181 
thoracoomphalopagus conjoined twins: preop- 
erative scintigraphic evaluation (c), 
140:1113 
Fibrosis, see specific organ; region 
Finger, systematic approach to identifying fourth 
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and fifth carpometacarpal joint disloca- 
tions, 140:319 
Fistula, see organ 
Fontanelle, see skull 
Foot, clubfoot deformity and tibiofibular diastasis, 
140:759 
Foreign body, see specific organ; part 
Foreign correspondence, mobile CT, equity, and 
all those doxies, 140:1035 
Forestier disease, see bone 
Fossa, see specific part 
Fracture 
see also specific bone 
CT in evaluation of trauma (b), 140:860 
CT of acetabular, (a), 140:1043 
high-resolution CT analysis of facial struts in 
trauma: 1. normal anatomy, 140:523; 2. 
osseous and soft-tissue complication, 
140:533 
insufficiency of tibial plateau, 140:1211 
malformations of atlas vertebra: simulating Jef- 
ferson, 140:1083 : 
pseudospread of atlas: false sign of Jefferson, 
in young children, 140:1079 
Furosemide, renal calcifications: complication of 
long-term therapy in preterm infants (a), 
140:413 


G 


Gallbladder 
abnormal emptying in patients with gallstones 
(a), 140:1278 
CT of choledocholithiasis, 140:1179 
gallstone simulation (c), 140:287 
sign of symptomatic chronic cholecystitis: bili- 
ary scintigraphy, 140:283 
Gallbladder, ultrasound 
choledocholithiasis (a), 140:1278 
CT and: hemorrhagic cholecystitis (c), 
140:1197 
metastatic tumors (a), 140:1278 
population survey: cholecystography (a), 
140:179 
Ganglion, see organ; part 
Gastrointestinal radiology, clinical radiology in 
gastroenterology (b), 140:580 
Gastrointestinal tract 
CT of leiomyosarcoma (a), 140:410 
gastroduodenal response to low-dose gluca- 
gon, 140:935 
iatrogenic complications (b), 140:86 
minimum effective dose of glucagon in upper, 
(a), 140:410 
multiple endocrine neoplasia syndrome type 
IB, 140:73 
muscular dystrophies: 
140:632 
scintigraphy: detecting and localizing bleeding 
sites (a), 140:1041 
smali-bowel obstruction masking synchronous 
large-bowel obstruction: emergency bar- 
ium enema, 140:1159 
Genitalia, see specific organ 
Geyman, Milton, 140:20 
Giant cell tumor, see bone 
Glioblastoma, see brain 
Glioma, see brain 
Glucagon 
gastroduodenal response to low-dose, 140:935 
minimum effective dose: upper gastrointestinal 
radiography (a), 140:410 
Goiter, see thyroid 
Gout, see a/so bone 
Graft, vascular 
coronary artery bypass patency: CT (a), 
140:409 
CT evaluation of coronary bypass graft, 
140:649 
nonvisualized nonoccluded, 140:979 
Granuloma, see organ 


manifestations (a), 
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Graves disease, see thyroid 
Griintzig balloon 
dilation of severe esophageal stricture (a), 
140:1279 
gastric outlet obstruction (a), 140:1279 
Guidelines for authors, 140:52, 140:58, 
140:302, 140:306, 140:438, 140:466, 
140:762, 140:766, 140:994, 140:1000, 
140:1242, 140:1264 
Gynecomastia, see breast 


H 


Hand 
arterial anatomy (a), 140:412 
late-onset systemic lupus erythematosus, 
140:587 
systematic approach to identifying fourth and 
fifth carpometacarpal joint dislocations, 
140:319 
terminal phalangeal sclerosis in sickle cell dis- 
ease, 140:763 
Heart 
see also coronary artery; pericardium; aortic 
valve; mitral valve 
contrast-medium-induced 
140:149 
thoracic alterations after cardiac surgery, 
140:475 
Heart, computed tomography 
abnormal pericardium, 140:1125 
Clinically applicable gated, (t), 140:604 
clinical value of coronary bypass graft, 140:649 
coronary artery bypass graft patency (a), 
140:409 
intracardiac and 
140:903 
Heart, congenital abnormality 
coarctation of aorta with right aortic arch of 
mirror-image type (c), 140:1135 
comparative hemodynamic effect of metriza- 
mide and renografin 76 in infants with 
congenital disease, 140:1097 
echocardiographically-assisted balloon atrial 
septostomy (a), 140:409 
obstruction of airway by aorta in infants, 
140:675 
Heart, coronary artery disease, induced spasm 
without signs or symptoms of myocardial 
ischemia (c), 140:489 
Heart, radionuclide imaging, computer-assisted 
nuclear medicine (b), 140:126 
Heart, ultrasound 
balloon atrial septostomy (a), 140:409 
cross-sectional, (b), 140:286 
echocardiographic interpretation (b), 140:510 
left ventricular function: synchronous echocar- 
diography and apex cardiography (a), 
140:409 
left ventricular thrombus detection by two-di- 
mensional, (a), 140:631 
regional stasis of blood in dysfunctional left 
ventricle (a), 140:1040 
tricuspid regurgitation (a), 140:1041 
H gi dotheli see organ; region 
Hemangioma, solitary echogenic spot in liver, 
140:41 
Hi giopericytoma, see organ; region 
Hematoma, see a/so organ; region 
Hemihypertrophy, see organ; region 
Hemolytic-uremic syndrome, see kidney 
Hemorrhage 
see also specific organ; region 
scintigraphy: detecting and localizing gastroin- 
testinal bleeding sites (a), 140:1041 
sonographic findings in clinically unsuspected 
acute and chronic scrotal hematoceles, 
140:749 
Hepatic vein, NMR of vasculature of abdominal 
viscera, 140:1217 
Hepatoma, see liver 


abnormalities, 


intrapericardial masses, 
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Hernia 
see also specific organ 
complications after herniography, 140:491 
CT of obturator (c), 140:735 
Hip 
acetabular fracture: CT (a), 140:1043 
bone scintigraphy of hip joint effusions in chil- 
dren, 140:995 
lung complications after elective surgery (a), 
140:1040 
Hirschsprung disease, see colon 
Histiocytosis, see also specific organ 
Hodgkin disease, see a/so lymphoma 
Humerus, premature fusion of proximal, epiphy- 
ses in thalassemia, 140:239 
Hyaline membrane disease, see respiratory dis- 
tress syndrome 
Hydatidiform mole, see uterus 
Hydrocephalus, see brain 
Hydromyelia, see spinal cord 
Hydronephrosis, see kidney 
lobuli ia, see gamma globulin 


H 


Hyperinsulinism, see pancreas 
Hyperparathyroidism, see parathyroid 
Hypertension 

see also specific organ 

evaluation: digital subtraction angiography, 
140:779 


Hypog g ia, see gamma globulin 
Hypopharynx, see pharynx 
Hypothalamus, see brain 

Hypotonic duodenography, see duodenum 
Hysterography, see uterus 
Hysterosalpingography, see uterus 


ileum, ring ulcers in Behcet syndrome (c), 
140:947 
lliac artery 
isolated aneurysms presenting as giant pelvic 
masses (c), 140:784 
rupture: complication of transluminal angio- 
plasty (c), 140:989 
Image processing 
enhanced image mammography, 140:9 
low-cost digital teleradiology, 140:377 
scientific basis of medical imaging (b), 
140:1110 
Imaging, see a/so radiography; radionuclide im- 
aging; computed tomography; ultrasound 
Immunodeficiency 
radiologic-pathologic correlation conference: 
SUNY upstate medical center—progres- 
sive lung disease in homosexual man, 
140:897 
toxoplasma encephalitis in Haitians with ac- 
quired, 140:861 
Immunoglobulin, see gamma globulin 
Infectious mononucleosis, see organ 
Instruction 
fundamentals of radiology (b), 140:744 
image of general radiologist (e), 140:826 
introduction to clinical radiology (b), 140:728 
medical student education in radiology: evalu- 
ation, 140:155 
physician attitudes toward competence of gen- 
eral diagnostic radiologists, 140:639 
slide reproduction of radiographs (1), 140:831 
visiting lectureship in radiology, 140:803 
insulinoma, see pancreas 
Interpretation, radiograph 
classification of breast parenchymal patterns, 
140:1 
describing lungs and pleura (e), 140:1030 
fundamentals of radiology (b), 140:744 
introduction to clinical radiology (b), 140:728 
malpractice and _ radiologic ‘‘miss’ (e), 
140:1032 
radiologic reporting: hierarchy of terms (e), 
140:402 
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radiologic reporting (I), 140:1038 
radiologic reporting: structure (e), 140:171 
Interventional radiology 
interventional radiology (b), 140:656 
intervention radiology 2 (b), 140:680 
nitrous-oxide analgesia, 140:145 
intervertebral disk 
CT and chemonucleolysis of herniated (a), 
140:411 
lumbar discography (a), 140:1043 
lumbar epidural venography (1), 140:406 
ultrasound in sciatica (a), 140:411 
intestine 
see also appendix; colon; duodenum; ileum; 
jejunum 
CT of Crohn disease, 140:277 
enteritis due to hemolytic-uremic syndrome (a), 
140:413 
ileal ring ulcers in Behcet syndrome (c), 
140:947 
Meckel diverticulum in adult (a), 140:835 
new technique: examining small, (a), 140:410 
radiographic features of injury in human graft 
vs. host disease (a), 140:178 
small-bowel enema (a), 140:1278 
small-bowel obstruction masking synchronous 
large-bowel obstruction: emergency bar- 
ium enema, 140:1159 
sonography in obstruction (a), 140:1042 
sonography of exophytic gastrointestinal leiom- 
yosarcoma (a), 140:178 
Intubation 
see also catheterization 
major fissure tube placement (I), 140:1039 
treatment of localized pulmonary interstitial em- 
physema: selective bronchial, (c), 
140:1107 
Intussusception, see organ 
lodamide, contrast-medium-induced electrocar- 
diographic abnormalities, 140:149 
islands of Langerhans, see pancreas 


J 


Joint 
see also specific joint 
bones and, in diabetes mellitus (b), 140:846 
diagnosis of bone and joint disorders with em- 
phasis on articular abnormalities (b), 
140:926 
late-onset-systemic 
140:587 
Jugular vein, sonography of thrombosis, 140:333 


lupus erythematosus, 


K 


Keloid, see skin 
Kidney 
calcifications: complication of long-term furo- 
semide therapy in preterm infants (a), 
140:413 
CT of infarction, 140:721 
elbow abnormalities in 
140:577 
erratum, 140:8 
lateral displacement of right, by colon: CT of 
anatomic variation (c), 140:313 
osteodystrophy in children with chronic renal 
failure (a), 140:839 
positional changes in spinal-cord-injured pa- 
tients, 140:521 
retroperitoneal cystic 
140:733 
sonography in lymphoma of children (a), 
140:836 
transplant arterial stenosis: percutaneous 
transluminal angioplasty, 140:325 
visualization of renal fascia: normal finding in 
urography, 140:1243 
Kidney, angiography 
Caldwell lecture: collateral circulation: re- 


osteodystrophy, 


lymphangioma_ (c), 


sponse to ischemia, 140:1051 
digital subtraction angiography: hypertension 
evaluation, 140:779 
Kidney, calculus 
in infants: association with chronic furosemide 
therapy (c), 140:107 
sonography of nephrocalcinosis in Cushing 
syndrome (I), 140:833 
computed tomography, 
140:721 
Kidney, cyst 
perirenal pancreatic pseudocysts, 140:729 
sonography of cystic disease: review, 140:81 
Kidney, infection 
CT and sonography of severe, 140:517 
sonography of pyonephrosis, 140:991 
Kidney, 
sonographic findings in masses, 140:87 
transitional cell carcinoma: sonography (a), 
140:1279 
Kidney, ultrasound 
calcification simulating 
140:101 
cystic disease: review, 140:81 
findings in masses, 140:87 
nephrocaicinosis in Cushing syndrome (I), 
140:833 
pyonephrosis, 140:991 
transitional cell carcinoma (a), 140:1279 
Kienbock disease, see wrist 
Klippel-Feil syndrome, see bone 
Knee 
CT of patellofemoral joint (t), 140:400 
cysts in juvenile rheumatoid arthritis, 140:123 
plica synovialis infrapatellaris: arthrographic 
sign of anterior cruciate ligament disrup- 
tion, 140:767 
suprapatelilar plica synovialis: arthrography (a), 
140:1043 


Kidney, infarction, 


nephrolithiasis, 


L 


Larsen syndrome, see bone 
Laryngography, see larynx 
Larynx 
CT of laryngoceles, 140:549 
CT of pharyngolaryngeal 
140:1044 
high-resolution CT of normal (p), 140:875 
high-resolution sagittal and coronal reformatted 
CT images (t), 140:819 
radiology of ear, nose, throat (b), 140:122 
Laurence-Moon Bardet-Biedl syndrome, see 
bone 
Lectures 
Caldwell: collateral circulation: response to is- 
chemia, 140:1051 
Cannon: hepatic metastases, 140:695 
visiting lectureship in radiology, 140:803 
Legionnaire disease, see lung 
Leiomyoma, see organ 
Lens, see eye 
Leuk phalopathy, see brain 
Liposarcoma, see specific organ 
Little, Edgar Hugh, 140:224 
Liver 
biliary tract abnormalities with arteriohepatic 
dysplasia (a), 140:1041 
bleeding esophageal varices (a), 140:633 
CT-guided fine-needle aspirations for diagnosis 
of benign and malignant disease, 140:363 
infantile hemangioendothelioma: review, 
140:1091 
intrahepatic portosystemic shunts using balloon 
dilatation catheter, 140:709 
primary sclerosing cholangitis (a), 140:409 
primary sclerosing cholangitis: aggressive sur- 
gical approach (a), 140:409 
radionuclide demonstration of intrapulmonary 
shunting in cirrhosis (c), 140:967 
sonography: amebic abscess in children (a), 


carcinoma (a), 
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140:838 

thoracoomphalopagus conjoined twins: preop- 
erative scintigraphic evaluation (c), 
140:1113 

transvenous biopsy (a), 140:1041 


Liver, angiography 


arterioportal shunts on dynamic CT, 140:953 

intrahepatic portosystemic shunts using balloon 
dilatation catheter, 140:709 

isobutyl 2-cyanoacrylate embolization of hepa- 
toportal fistula (c), 140:137 


Liver, computed tomography 


arterioportal shunts, 140:953 

contrast enhancement of focal lesions, 
140:297 

contrast enhancement of tumors: bolus and in- 
fusion techniques, 140:291 

differential diagnosis of masses (a), 140:632 

focal contrast enhancement: superior vena 
caval and brachiocephalic vein obstruc- 
tion (c), 140:337 


Liver, infection, sonography of amebic abscess 


(a), 140:631 


Liver, neoplasm 


arterioportal shunts on dynamic CT, 140:953 

Cannon lecture: hepatic metastases, 140:695 

contrast enhancement in CT: bolus and infusion 
techniques, 140:291 

contrast enhancement of focal lesions in CT, 
140:297 

CT differential diagnosis of masses (a), 
140:632 

infantile hemangioendothelioma: review, 
140:1091 

management of massive hemangiomas in in- 
fants and children (a), 140:839 

mesenchymal hamartoma: fetal sonography (c), 
140:970 

solitary echogenic spot: hemangioma?, 140:41 

sonographic and _ histologic correlation, 
140:701 

sonographic staging of gastric cancer, 140:273 

tortuous azygos arch simulating pulmonary le- 
sion (1), 140:176 


Liver, radionuclide imaging, atlas of hepatobiliary 


imaging (b), 140:1064 


Liver, ultrasound 


abscesses can be echogenic with or without 
demonstrable gas (I), 140:1275 

amebic abscess (a), 140:631 

disproportionate left lobe size in fetus (a), 
140:181 

hepatocellular carcinoma: histology and, cor- 
relation, 140:701 

mesenchymal hamartoma: fetal sonography (c), 
140:970 

posttraumatic intrahepatic biloma, 140:303 

solitary echogenic spot: hemangioma? , 140:41 


Lung 


angioarchitecture of pulmonary arteriovenous 
malformations: consideration before 
embolotherapy, 140:681 

bilateral sequestration: CT (c), 140:689 

case of day, 140:1010 

chronic alveolar hypoventilation secondary to 
macroglossia in the Beckwith-Wiedemann 
syndrome (a), 140:839 

contrast agents effect in rat and dog, 140:245 

CT anatomy of hilar lymphadenopathy, 
140:887 

CT efficacy: evaluating intrathoracic masses (I), 
140:829 

CT-guided fine-needle aspirations for diagnosis 
of benign and malignant disease, 140:363 

CT localization radiography and high-kilovol- 
tage radiography: comparison, 140:1115 

cystic adenomatoid malformation: sonography, 
(c), 140:693 

major fissure tube placement (I), 140:1039 

Marshall-Smith syndrome (a), 140:1282 

new nitroglycerin applicator mimics pulmonary 
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bleb (I), 140:1275 
pediatric case of day, 140:1016 
postnatal growth, size of acinus, and secondary 
lodule in man, 140:449 
radiologic reporting: pleura and, (e), 140:1030 
superolateral major fissures, 140:431 
systemic artery-to-pulmonary vascular shunt: 
complication of closed-tube thoracostomy 
(c), 140:917 
temporal subtraction radiography (t), 140:823 
treatment of localized interstitial emphysema: 
selective bronchial intubation (c), 
140:1107 
vascular ring: cause of unilateral obstructive 
hyperinflation (c), 140:1111 
wall thickness significance in solitary cavities 
(c), 140:473 
Lung, angiography 
angioarchitecture of arteriovenous malforma- 
tions: consideration before embolother- 
apy, 140:681 
arteriovenous fistulas originating from Rasmus- 
sen aneurysms (c), 140:687 
bronchial artery occlusion for severe hemopty- 
sis: isobutyl 2-cyanoacrylate, 140:467 
massive hemoptysis control: bronchial artery 
embolization with absolute alcohol (c), 
140:271 
Lung, computed tomography 
avoiding negative percutaneous biopsy: con- 
trast-enhanced, 140:265 
bilateral sequestration (c), 140:689 
major and minor fissures, 140:439 
Lung, infection 
arteriovenous fistulas originating from Rasmus- 
sen aneurysms (c), 140:687 
pediatric nocardiosis (a), 140:839 
radiologic-pathologic correlation conference: 
SUNY upstate medical center—progres- 
sive lung disease in homosexual man, 
140:897 
Lung, neoplasm 
adenocarcinoma, 140:657 
avoiding negative percutaneous biopsy: con- 
trast-enhanced CT, 140:265 
benign pulmonary nodules in children receiving 
cytotoxic chemotherapy, 140:21 
bronchogenic in breast carcinoma patients, 
140:259 
limited value of CT brain scans: staging small 
cell lung cancer, 140:37 
massive hemoptysis control: bronchial artery 
embolization with absolute alcohol (c), 
140:271 
multiple primary bronchogenic carcinomas, 
140:253 
nodule size and tail signs (I), 140:175 
normal adrenal glands: CT-guided biopsy, 
140:949 
sterilized metastases, 140:15 
superior sulcus tumor, 140:25 
tail signs (1), 140:175 
wall thickness significance in solitary cavities 
(c), 140:473 
Lung, radionuclide imaging 
complications after elective hip surgery (a), 
140:1040 
intrapulmonary shunting in cirrhosis (c), 
140:967 
Lupus erythematosus, late-onset systemic, 
140:587 
Lymphangiography, see lymphography 
ymphangioleiomyomatosis, see lung 
Lymphatic vessels, lymphography after complete 
dissection of iliac nodes (a), 140:412 
Lymph node 
see also Hodgkin disease; lymphoma 
CT anatomy of hilar lymphadenopathy, 
140:887 
CT of Castleman disease (c), 140:691 
pelvic adenopathy from bladder and prostate 
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carcinoma: rapid-sequence CT, 140:95 
Lymphogranuloma, see lymph node 
Lymphography 

after complete dissection of iliac lymph nodes 
(a), 140:412 
traumatic lymphocele: lymphoscintigraphy with 

modified °°"Tc sulfur colloid (c), 140:973 

Lymphoma 
see also Hodgkin disease 
peri- and paracardial involvement, 140:483 
renal: sonography in children (a), 140:836 


Macroradiography, see radiography 
Mammography 
atlas of mammography (b), 140:680 
breast cancer detection with sonography and, 
140:843 
classification of breast parenchymal patterns, 
140:1 
enhanced image, 140:9 
evaluation of new imaging procedures for 
breast cancer (e), 140:591 
fibroadenoma of breast: sonomammography 
correlated with pathology, 140:369 
focal fibrous disease of breast (c), 140:1245 
localization of nonpalpable breast lesions, 
140:807 
methylene blue and isosulfan blue (I), 140:1038 
visualization of deep breast lesions (I), 140:629 
Maxilla, high-resolution CT of facial struts in 
trauma: 1. normal anatomy, 140:523; 2. 
osseous and soft-tissue complication, 
140:533 
Meckel diverticulum, adult (a), 140:835 
Mediastinum 
azygos vein abutting posterior wall of right main 
and upper lobe bronchi: normal CT var- 
iant, 140:461 
bronchogenic cysts with high CT numbers, 
140:463 
case of day, 140:1010 
coarctation of aorta with right aortic arch of 
mirror-image type (c), 140:1135 
CT anatomy of hilar lymphadenopathy, 
140:887 
CT and sonography: thymolipoma_ (c), 
140:1131 
CT efficacy: evaluating intrathoracic masses (I), 
140:829 
CT in aortic trauma, 140:1119 
CT in myasthenia gravis, 140:31 
CT of Castleman disease (c), 140:691 
CT of intrathoracic goiters, 140:455 
extravasation during digital angiography (t), 
140:389 
fine-needle aspiration biopsy of masses, 
140:893 
peri- and paracardial involvement in lymphoma, 
140:483 
radiologic evaluation of complications after eso- 
phagogastrectomy, 140:1163 
thoracic alterations after cardiac surgery, 
140:475 
traumatic lymphocele: lymphoscintingraphy 
with modified °°"Tc sulfur colloid (c), 
140:973 
vascular ring: cause of unilateral obstructive 
pulmonary hyperinflation (c), 140:1111 
widening of upper due to innominate vein 
thrombosis (a), 140:631 
Medulla oblongata, see brain 
Medullary sponge kidney, see kidney 
Megacolon, see colon 
Megacystitis, see bladder 
Megalencephaly, see brain 
Megaureter, see ureter 
Memorials, 140:158 
Bert Zanon, 1926-1982, 140:230 
Charles D. Smith, 1907-1982, 140:36 
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Edgar Hugh Little, 1911-1982, 140:224 
Gerard T. Scanlon, 1928-1982, 140:978 
Gerhart Steven Schwarz, 1912-1982, 
140:1202 
Milton J. Geyman, 1897-1982, 140:20 
William B. Steel, 1926-1983, 140:1216 
Meninges 
basooccipital meningocele (a), 140:1044 
CT of postlaminectomy pseudomeningocele, 
140:1203 
radiation therapy: management of meningioma 
(a), 140:179 
spinal subdural metastatic adenocarcinoma (a), 
140:1044 
subarachnoid hemorrhage and cerebrovascular 
spasm: morphology of intracranial arteries 
(a), 140:838 
tuberculous meningitis: CT (a), 140:180 
Meningioma, see brain 
Meningocele, see brain 
Meningomyelocele, see spinal cord 
Meniscus, see knee 
Mesenteric artery, local streptokinase infusion for 
superior mesenteric artery thromboem- 
bolism (c), 140:771 
Mesentery, CT of Crohn disease, 140:277 
Mesothelioma 
see pleura; peritoneum 
CT of malignant pleural, 140:665 
peritoneal: CT, sonography, fine-needle aspi- 
ration biopsy, 140:1189 
Metaphysis, see bone 
Metrizamide 
comparative hemodynamic effect of renografin 
76 and, in infants with congenital heart 
disease, 140:1097 
contrast agents effect in lung: rat and dog, 
140:245 
intrathecal. part 1: CT of normal brain stem, 
140:553; part 2: lesions in and around, 
140:565 
Microangiography, see angiography 
Microscopy, cytology and: fine-needle biopsy, 
140:1253 
Mongolism, see Down syndrome 
Moyamoya disease, see carotid artery 
Mucolipidosis, see bone 
Mucopolysaccharidosis, see bone 
Mucoviscidosis, see cystic fibrosis 
Multiple endocrine neoplasia syndrome 
metastatic medullary thyroid carcinoma in 
young children with mucosal neuroma 
syndrome (a), 140:634 
type IB: gastrointestinal 
140:73 
Multiple sclerosis, see a/so brain 
Muscle, gastrointestinal manifestations of dystro- 
phies (a), 140:632 
Myasthenia gravis, CT, 140:31 
Myelography 
late sequelae of spinal cord trauma: surgical 
correlation and (a), 140:1280 
lumbar monoradiculopathy due to unilateral 
facet hypertrophy (a), 140:1045 
serpentine lumbar nerve root (a), 140:837 
Myelomeningocele, see spinal cord 
Myelopathy, see spinal cord 
Myocardium, see heart 
Myoglobinuria, see kidney 


manifestations, 


National Council on Radiation Protection and 
Measurement 
control of exposure of public to ionizing radia- 
tion in accident or attack (b), 140:564 
1983 meeting program, 140:346 
quantitative risk in standards setting (b), 
140:572 
Neck, cervical mass in fetus associated with ma- 
ternal hydramnios (c), 140:507 
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Necrotizing enterocolitis, see colon 
Needle biopsy, see biopsy 
Neoplasm 
see also specific organ; region 
analysis of central nervous system tumors in 
China (a), 140:837 
aspects of cancer research 1971-1978 (b), 
140:100 
benign pulmonary nodules in children receiving 
cytotoxic chemotherapy, 140:21 
bronchogenic in breast carcinoma patients, 
140:259 
cancer diagnosis (b), 140:564 
cancer medicine (b), 140:252 
multiple primary bronchogenic carcinomas of 
lung, 140:253 
pharmacoangiography in tumor diagnosis (b), 
140:860 
radiologic clinics of North America: symposium 
on metastatic disease (b), 140:708 
sterilized metastases, 140:15 
tumor imaging (b), 140:542 
uncommon malignant tumors (b), 140:296 
Nephrostomy, preservation of tracts (I), 140:832 
Neurofibromatosis, CT of sarcomatous degener- 
ation, 140:383 
Neuroradiology 
neuropathological approach (b), 140:1130 
radiologic clinics of North America (b), 140:122 
Nitrous oxide, analgesia for interventional radio- 
logic procedures, 140:145 
Nocardia, pediatric nocardiosis (a), 140:839 
Noonan syndrome, see heart 
Nuclear magnetic resonance imaging 
cerebral abnormalities: CT and, 140:847 
initial clinical evaluation of whole body (a), 
140:414 
in vivo studies: thresholds for health effects (a), 
140:414 
proton studies on brain edema (a), 140:1281 
vasculature of abdominal viscera, 140:1217 
Nuclear medicine 
see also specific organ; radionuclide imaging 
annual 1982 (b), 140:86 
atlas of total body (b), 140:134 
digital, (b), 140:952 
excretion in human milk after administration of 
macroaggregated albumin. (a), 
140:181 
introductory physics of, (b), 140:744 
1982 year book (b), 140:1102 
Nuclide, see specific radionuclide 


Obstruction, see specific organ 
Occlusion, see specific artery; vein 
Occlusion, therapeutic, saccular aneurysm of as- 
cending aorta (c), 140:985 
Olecranon, see ulna 
Oligodendroglioma, see brain 
Optic nerve, high resolution CT of lesions, 
140:869 
Orbit 
atypical carotid-cavernous fistula (a), 140:179 
evaluation of masses: CT and sonography (a), 
140:1281 
high resolution CT of lesions of optic nerve, 
140:869 
Osteoarthritis, see arthritis 
Osteochondritis dissecans, see specific bone 
Osteodystrophy, see bone 
Osteoma, see bone 
Osteomalacia, see bone 
Osteomyelitis, see bone 
Osteoporosis, see bone 
Osteosarcoma, see bone 
Osteotomy, see bone 
Ostium primum defect, see heart 
Ovary 
carcinoma: etiology, diagnosis, treatment (b), 


140:542 
sonography of posthysterectomy pelvis (a), 
140:1279 


Pacemaker, see heart 
Paget disease, see a/so bone; breast 
Painting, radiography, evaluating paintings, 
140:215 
Pancreas 
abscess diagnosis via percutaneous aspiration 
(a), 140:1279 
CT-guided fine-needle aspirations for diagnosis 
of benign and malignant disease, 140:363 
human segmental transplant (a), 140:410 
Pancreas, computed tomography, pancreatic tu- 
mors, 140:959 
Pancreas, cyst 
perirenal pancreatic pseudocysts, 140:729 
pseudocyst: sonography and CT, 140:59 
Pancreas, ultrasound 
CT and, (a), 140:835 
“ghost tail’’ (a), 140:632 
techniques in detection of pseudocysts (I), 
140:1038 
Pancreatitis, see pancreas 
Papillary necrosis, see kidney 
Paraganglioma, see chemodectoma 
Parathyroid gland, bone radiotracer uptake in 
renal osteodystrophy (a), 140:1043 
Parietal bone, see skull 
Patella 
CT of pateliofemoral joint (t), 140:400 
modified mountain view (I), 140:174 
Patent ductus arteriosus, see heart 
Pediatric case of day, 140:618, 140:1016 
Pediatric radiology 
acute urinary retention: presenting symptom of 
Ascaris lumbricoides_ infection (a), 
140:1282 
bilateral adrenal calcifications at birth (c), 
140:105 
bilateral pulmonary sequestration: CT (c), 
140:689 
biliary ascariasis: real-time vs. static B-mode 
sonography (I), 140:174 
bone scintigraphy of hip joint effusions, 
140:995 
case of day, 140:1016 
chronic alveolar hypoventilation secondary to 
macroglossia in Beckwith-Wiedemann 
syndrome (a), 140:839 
clubfoot deformity and tibiofibular diastasis, 
140:759 
coexistence of ureteropelvic junction obstruc- 
tion and reflux, 140:231 
comparative hemodynamic effect of metriza- 
mide and renografin 76: congenital heart 
disease, 140:1097 
cystic adenomatoid malformation of lung: son- 
ography (c), 140:693 
cytotoxic chemotherapy and benign pulmonary 
nodules, 140:21 
digital subtraction angiography, 140:127 
disproportionate left hepatic lobe size in fetus: 
sonography (a), 140:181 
distal femoral defect: °°"Tc pyrophosphate 
bone scan (a), 140:1042 
dorsal dysraphism with lipoma: radiologic eval- 
uati" and surgical correction, 140:1065 
dosage schedule for urography (t), 140:815 
echogenic periventricular halo: normal sono- 
graphic finding or cerebral hemorrhage, 
140:793 
enteritis due to hemolytic-uremic syndrome (a), 
140:413 
esophageal and duodenal atresia: sonography 
(c), 140:225 
gastroesophageal reflux: scintigraphy or pH 
probe?, 140:1087 
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identical male twins and brother with Cockayne 
syndrome (a), 140:1045 
infantile hemangioendothelioma of 
140:1091 
invertogram in baby with imperforate anus and 
esophageal atresia (I), 140:833 
malformations of atlas vertebra simulating Jef- 
ferson fracture, 140:1083 
management of massive hepatic hemangiomas 
(a), 140:839 
Marshall-Smith syndrome: pulmonary manifes- 
tations (a), 140:1282 
metastatic medullary thyroid carcinoma with 
mucosal neuroma syndrome (a), 140:634 
muscle thickness in hypertrophic pyloric ste- 
nosis: sonography, 140:221 
nephrolithiasis: association with chronic furo- 
semide therapy (c), 140:107 
nocardiosis (a), 140:839 
obstruction of airway by aorta in infants with 
congenital heart disease, 140:675 
percutaneous transluminal dilatation for renal 
artery stenosis (c), 140:983 
pineal tumors: treatment (a), 140:837 
popliteal cysts in juvenile rheumatoid arthritis, 
140:123 
postnatal growth, size of pulmonary acinus, and 
secondary lodule, 140:449 
practical gamuts and differential diagnosis in, 
(b), 140:100 
premature fusion of proximal humeral epiphy- 
ses in thalassemia, 140:239 
prone cross-table lateral view: alternative to 
invertogram in imperforate anus, 140:227 
pseudospread of the atlas: false sign of Jeffer- 
son fracture, 140:1079 
radiology of syndromes and metabolic disor- 
ders (b), 140:1150 
renal calcifications: complication of long-term 
furosemide therapy in preterm infants (a), 
140:413 
renal osteodystrophy with chronic renal failure 
(a), 140:839 
retroperitoneal lipoma (a), 140:1282 
sonographic determination of fetal gender be- 
fore 25 weeks gestation, 140:741 
sonographic pseudoasymmetry of prenatal cer- 
ebral hemispheres (a), 140:181 
sonography in renal lymphoma (a), 140:836 
sonography of hepatic amebic abscess (a), 
140:838 
sonography of perinatal intracerebeliar hemor- 
rhage (a), 140:413 
spinal cord injury without radiographic abnor- 
malities (a), 140:1045 
thoracoomphalopagus conjoined twins: preop- 
erative scintigraphic evaluation (c), 
140:1113 
toxoplasmosis frequency in congenital hydro- 
cephalus (a), 140:838 
trachea cross-sectional shape: CT, 140:1103 
treatment of localized pulmonary interstitial em- 
physema: selective bronchial intubation 
(c), 140:1107 
vascular ring: cause of unilateral obstructive 
pulmonary hy,erinflation (c), 140:1111 
volume of sella turcica, 140:797 
Pelvis 
acetabular fracture: CT (a), 140:1043 
atlas of sectional anatomy: frontal, sagittal, hor- 
izontal planes (b), 140:1102 
isolated internal iliac artery aneurysms present- 
ing as giant masses (c), 140:784 
Penis, arteriographic findings and erectile func- 
tion in men with occlusive arterial disease 
in legs (a), 140:411 
Pericardium 
CT of abnormal, 140:1125 
CT of masses: intracardiac and, 140:903 
peri- and paracardial involvement in lymphoma, 
140:483 


liver, 
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rupture of acute dissection of thoracic aorta: 
angiography (c), 140:141 
subcarinal angle with effusion (I), 140:630 
Periosteum, see bone 
Periostitis, see bone 
Peritoneum 
bilomas: detecting and draining, 140:715 
mesothelioma: CT, sonography, fine-needle as- 
piration biopsy, 140:1189 
Perthes disease, see hip 
Phantom, see a/so radiography 
Pharynx 
chronic alveolar hypoventilation secondary to 
macroglossia in the Beckwith-Wiedemann 
syndrome (a), 140:839 
CT of narrowing in adult obstructive sleep ap- 
nea, 140:543 
CT of pharyngolaryngeal 
140:1044 
CT of squamous cell carcinoma (a), 140:1282 
pharyngoesophageal (Zenker) diverticulum (a), 
140:632 
Pheochromocytoma 
embolization of hyperfunctioning, (c), 140:987 
multiple endocrine neoplasia syndrome type 
NB: gastrointestinal manifestations, 
140:73 
Phiebography, see venography; specific organ 
Physics 
basis of CT (b), 140:1064 
measurement of performance characteristics of 
diagnostic x-ray systems used in medicine 
(b), 140:728 
medical, and physiological measurement (b), 
140:116 
nuclear medicine: introductory, (b), 140:744 
scientific basis of medical imaging (b), 
140:1110 
Pictorial essays 
anatomy of sacral venous plexus, 140:143 
high-resolution CT of normal larynx, 140:875 
Pineal gland, tumors in children and adolescents: 
treatment (a), 140:837 
PIPIDA, sign of symptomatic chronic cholecystitis: 
biliary scintigraphy, 140:283 
Pitressin, see vasopressin 
Pituitary gland 
economic impact of CT on evaluation of pituitary 
adenomas, 140:573 
transsphenoidal microsurgery for prolactin-se- 
creting adenomas (a), 140:180 
tumor changes after bromocriptine therapy (a), 
140:1045 
volume of sella turcica in children, 140:797 
Placenta, sonography of retroplacental clear area 
(a), 140:1280 
Plasmacytoma, see myeloma 
Platyspondyly, see spine 
Pleura 
CT differentiation of subphrenic abscess and 
pleural effusion, 140:47 
CT of disease, 140:909 
CT of major and minor fissures, 140:439 
CT of malignant mesothelioma, 140:665 
major fissure tube placement (I), 140:1039 
radiologic reporting: lungs and, (e), 140:1030 
superolateral major fissures, 140:431 
Pneumatosis intestinalis, see intestine 
Pneumocystis carinii, radiologic-pathologic cor- 
relation conference: SUNY upstate medi- 
cal center—progressive lung disease in 
homosexual man, 140:897 
Pi phalography, see brain 
P diasti see mediastinum 
Pneumonia, see lung 
Polydactyly, see bone 
Polyp, see specific organ 
Polyphosphate, see specific organ 
Popliteal fossa, see knee 
Porencephaly, see brain 
Portal hypertension 


carcinoma (a), 
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common bile duct varices (a), 140:179 
formation of intrahepatic shunts using balloon 
dilatation catheter, 140:709 
Portal vein 
digital subtraction angiography, 140:497 
NMR of vasculature of abdominal viscera, 
140:1217 
venous air associated with barium enema (c), 
140:1171 
Pregnancy 
cervical mass in fetus associated with maternal 
hydramnios (c), 140:507 
polyhydramnios associated with fetal limb ab- 
normalities, 140:1001 
sonographic determination of fetal gender be- 
fore 25 weeks gestation, 140:741 
sonography in obstetrics and gynecology (b), 
140:1110 
sonography of hydatidiform mole and look- 
alikes, 140:307 
sonography of retroplacental clear area (a), 
140:1280 
sonography of uterine cervix, 140:737 
standardized plane for biparietal diameter 
measurement (a), 140:181 
Prostate 
pelvic adenopathy from bladder and prostate 
carcinoma: rapid-sequence CT, 140:95 
sonographically guided transperineal biopsy: 
longitudinal linear-array transducer, 
140:745 
sonography: staging carcinoma (a), 140:1042 
transrectal sonography: adenomas and carci- 
nomas (a), 140:1042 
Prosthesis, removable biliary endoprosthesis (t), 
140:812 
Prune belly syndrome, see abdomen; urinary 
tract 
Pseudogout, see joint 
Pseudo-Hurler polydystrophy, see bone 
Pseudohypoparathyroidism, see bone 
Pseudolymphoma, see lymphoma 
Pseudoobstruction, see intestine 
Pseudotruncus arteriosus, see heart 
Pulmonary artery 
angioarchitecture of arteriovenous malforma- 
tions: consideration before embolother- 
apy, 140:681 
arteriovenous fistulas originating from Rasmus- 
sen aneurysms (c), 140:687 
intraarterial infusion of urokinase: treatment of 
acute thromboembolism, 140:883 
Pulmonary embolism, intraarterial infusion of uro- 
kinase, 140:883 
Pulseless disease, see arteritis 
Pyelography, see urography 
Pylorus, muscle thickness in hypertrophic steno- 
sis: sonography, 140:221 
Pyrophosphate, see specific organ 


Q 


Quality assurance, measurement of performance 
characteristics of diagnostic x-ray sys- 
tems used in medicine (b), 140:728 


Radiation biology 
critical issues in setting radiation dose limits 
(b), 140:846 
medical, (b), 140:958 
Radiation effect 
see also therapeutic radiology 
critical issues in setting radiation dose limits 
(b), 140:846 
Radiation measurement, see a/so dosimetry 
Radiation physics 
nuclear medicine (b), 140:744 
scientific basis of medical 
140:1110 
Radiation protection 


imaging (b), 
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control of exposure of public to ionizing radia- 
tion in accident or attack (b), 140:564 
how radiation medicine began (e), 140:596 
human investigation and informed consent (e), 
140:600 
is radiation ever safe? (e), 140:596 
layman’s perspective (e), 140:597 
medical radiation risks and public (e), 140:598 
National Council on Radiation Protection and 
Measurements: 1983 meeting program, 
140:346 
perception of risk behavioral perspective (e), 
140:601 
quantitative risk 
140:572 
radiation and health risks: bioethical perspec- 
tive (e), 140:599 
radiation risk and public education (e), 140: 
602 
risks and benefits (e), 140:595 
x-ray measurements and 
1913-1964 (b), 140:908 
Radiation sensitivity, see radiation biology 
Radiation therapy, see therapeutic radiology 
Radiculography, see myelography 
Radiograph, interpretation 
fundamentals of radiology (b), 140:744 
introduction to clinical radiology (b), 140:728 
malpractice and radiologic ‘‘miss’’ (e), 
140:1032 
radiologic reporting (I), 140:1038 
Radiography 
see also specific organ; procedure 
techniques to evaluate paintings, 140:215 
Radiography, apparatus 
evaluation of diagnostic systems (b), 140:958 
high-frequency x-ray generators (e), 140:626 
measurement of performance characteristics of 
diagnostic x-ray systems used in medicine 
(b), 140:728 
medical diagnostic 
140:510 
simple catheter connector clamp (t), 140:610 
tomoscopy: dynamic layer imaging without me- 
chanical movemenis, 140:1247 
Radiography, complication 
after herniography, 140:491 
intravenous vs. left ventricular injection of ionic 
contrast: hemodynamic implications for 
digital subtraction angiography, 140:425 
mediastinal extravasation during digital angiog- 
raphy (t), 140:389 
portal venous air associated with barium enema 
(c), 140:1171 
Radiography, digital 
angiography in children, 140:127 
digital subtraction of portal venous system, 
140:497 
intravenous vs. left ventricular injection of ionic 
contrast: hemodynamic implications, 
140:425 
low-cost teleradiology systems, 140:377 
Radiography, efficacy studies 
economic impact of CT on evaluation of pituitary 
adenomas, 140:573 
limited value of CT brain scans in staging small 
cell lung cancer, 140:37 
low back pain, 140:109 
optimum overhead views in double-contrast 
barium-enema examinations, 140:505 
Radiography, exposures in diagnostic 
procedures, 
see also dosimetry 
Radiography, image processing 
enhanced image mammography, 140:9 
low-cost digital teleradiology, 140:377 
Radiography, image quality, measurement of 
performance characteristics of diagnostic 
x-ray systems used in medicine (b), 
140:728 
Radiography, interpretation, single-blind/dou- 


in standards setting (b), 


protection 


imaging systems (b), 
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ble-blind (t), 140:825 
Radiography, operations, economic impact of CT 
on evaluation of pituitary adenomas, 
140:573 
Radiography, technique 
arthritic disorders detection (I), 140:173 
barium enemas of colon carcinoma: sensitivity 
of double- and single-contrast studies, 
140:1143 
cigarette smoking and duodenal barium coating 
(a), 140:836 
Clark's positioning (b), 140:516 
colon preparation for barium enema (a), 
140:178 
CT localization radiography and high-kilovol- 
tage chest radiography: comparison, 
140:1115 
CT of patellofemoral joint (t), 140:400 
dosage schedule for pediatric urography (t), 
140:815 
electron radiography: evaluation of solitary thy- 
roid gland nodules (t), 140:398 
epidural anesthesia in arteriography and vas- 
cular operations (a), 140:633 
gastroduodenal response to low-dose gluca- 
gon, 140:935 
inhalation laryngotracheal bronchography (a), 
140:1040 
invertogram in baby with imperforate anus and 
esophageal atresia (I), 140:833 
lumbar discography (a), 140:1043 
minimum effective dose of glucagon: upper gas- 
trointestinal, (a), 140:410 
modified mountain view of patella (I), 140:174 
nitrous-oxide analgesia for interventional pro- 
cedures, 140:145 
optimum overhead views in double-contrast 
barium-enema examinations, 140:505 
phlebography of lower limb (b), 140:516 
prone cross-table lateral view: alternative to 
invertogram in imperforate anus, 140:227 
radial head-capitellum view in elbow trauma (I), 
140:1273 
rotator cuff tear measurement: arthropneumo- 
tomography, 140:315 
single-blind / double-blind (t), 140:825 
single- or double-contrast barium enemas (e), 
140:1271 
slide reproduction of radiographs (1), 140:831 
small-bowel enema (a), 140:1278 
small intestines examination (a), 140:410 
technologist-performed fluoroscopy 
140:829 
technologist performed ‘‘7-pump’’ method (I), 
140:1037 
temporal subtraction chest (t), 140:823 
tomoscopy: dynamic layer imaging without me- 
chanical movements, 140:1247 
gic-pathologic correlation conference, 
SUNY Upstate Medical Center, 140:897 
Radiology 
cancer diagnosis (b), 140:564 
opinions, comments, reflections (b), 140:1158 
roads to: imaging guide to medicine and sur- 
gery (b), 140:1134 
tumor imaging (b), 140:542 
Radiology, digital, subtraction cerebral angiog- 
raphy by intraarterial injection and con- 
ventional angiography, 140:347 
Radiology, operations 
cutting needless films cuts costs (I), 140:1276 
departments: planning, operation, management 
(b), 140:1158 
high-frequency x-ray generators (e), 140:626 
medical diagnostic imaging systems (pb), 
140:510 
Radiology, pediatric, see pediatric radiology 
Radiology, practice 
foreign correspondence: mobile CT, equity, and 
all those doxies (e), 140:1035 
image of general radiologist (e), 140:826 


Radial, 
Nau 


malpractice and 
140:1032 
physician attitudes toward competence of gen- 
eral diagnostic radiologists, 140:639 
Radiology, training 
classification of breast parenchymal patterns, 
140:1 
fundamentals of radiology (b), 140:744 
image of general radiologist (e), 140:826 
introduction to clinical (b), 140:728 
medical student education: 
140:155 
physician attitudes toward competence of gen- 
eral diagnostic radiologists, 140:639 
radiologic reporting: hierarchy of terms (e), 
140:402 
radiologic reporting (I), 140:1038 
radiologic reporting: lungs and pleura (e), 
140:1030 
radiologic reporting: structure (e), 140:171 
visiting lectureship: evaluation, 140:803 
Radionuclide, see specific radionuclide 
Radionuclide imaging 
see also specific organ; radionuclide 
atlas of total body (b), 140:134 
detecting and localizing gastrointestinal bleed- 
ing sites (a), 140:1041 
nuclear medicine annual 1982 (b), 140:86 
thoracoomphalopagus conjoined twins: preop- 
erative evaluation (c), 140:1113 
traumatic lymphocele: lymphoscintigraphy with 
modified °°"Tc sulfur colloid (c), 140:973 
1982 year book of nuclear medicine (b), 
140:1102 
Radionuclide imaging, bile duct, acute obstruc- 
tion: discordance of sonography and (c), 
140:501 
Radionuclide imaging, biliary tract 
abnormal galibladder emptying in patients with 
gallstones (a), 140:1278 
atlas of hepatobiliary imaging (b), 140:1064 
sign of symptomatic chronic cholecystitis, 
140:283 
Radionuclide imaging, bone 
benign exostoses and exostotic chrondrosar- 
comas, 140:581 
distal femoral defect (a), 140:1042 
hip joint effusions in children, 140:995 
radiotracer uptake in renal osteodystrophy (a), 
140:1043 
Radionuclide imaging, brain 
cerebrospinal fluid shunt patency evaluation 
(a), 140:1044 
radionuclide brain imaging (b), 140:708 
Radionuclide imaging, heart, computer-assisted 
(b), 140:126 
Radionuclide imaging, liver, atias of hepatobiliary 
imaging (b), 140:1064 
Radionuclide imaging, lung 
complications after elective hip surgery (a), 
140:1040 
intrapulmonary shunting 
140:967 
Radionuclide imaging, technique, gastroesoph- 
ageal reflux: scintigraphy or pH probe?, 
140:1087 
Radionuclide therapy, see a/so therapeutic ra- 
diology 
Radioph stical, see also specific radionu- 
clide 
Rectum 
barium evaluation of anal canal in patients with 
inflammatory bowel disease, 140:1151 
carcinoma management: CT impact, 140:1137 
CT in detection and staging of recurrent carci- 
nomas (a), 140:410 
primary linitis plastica (c), 140:79 
Reflux, see stomach; ureter 
Renal angiography, see kidney 
Renal artery 
calcification simulating nephrolithiasis on son- 


radiologic ‘‘miss’ (e), 


evaluation, 


in cirrhosis (c), 
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ography, 140:101 
Caldwell lecture: collateral circulation: re- 
sponse to ischemia, 140:1051 
hypertension evaluation: digital subtraction an- 
giography, 140:779 
percutaneous transluminal dilatation for steno- 
sis in hypertensive girl (c), 140:983 
transplant arterial stenosis; percutaneous 
transluminal angioplasty, 140:325 
Renal failure, see kidney 
Reporting 
see interpretation 
describing lungs and pleura (e), 140:1030 
malpractice and radiologic ‘‘miss’’ (e), 
140:1032 
radiologic: hierarchy of terms (e), 140:402 
radiologic (I), 140:1038 
radiologic: structure (e), 140:171 
Respiratory distress syndrome 
nephrolithiasis in infants: association with 
chronic furosemide therapy (c), 140:107 
treatment of localized pulmonary interstitial em- 
physema: selective bronchial intubation 
(c), 140:1107 
Respiratory tract, see specific organ 
Retroperitoneum 
cystic lymphangioma (c), 140:733 
lipoma in children (a), 140:1282 
visualization of renal fascia: normal finding in 
urography, 140:1243 
Reviews 
anomalies of inferior vena cava, 140:339 
sonography of renal cystic disease, 140:81 
Rheumatoid arthritis 
see arthritis 
manubriosternal joint, 140:117 
popliteal cysts in juvenile, 140:123 
Roentgenogram, see radiograph 


Sacrum, anatomy of venous plexus (p), 140:143 
Sarcoidosis, after testicular carcinoma treatment 
(I), 140:831 
Sarcoma, see specific organ 
Scanion GT, 140:978 
Schwarz GS, 140:1202 
Scintigraphy, see radionuclide imaging 
Scleroderma, adenocarcinoma of esophagus: pa- 
tients with, 140:927 
Scoliosis, see spine 
Screen, see intensifying screen; radiography, ap- 
paratus 
Scrotum 
high-frequency sonography, 140:511 
sonographic findings in clinically unsuspected 
acute and chronic hematoceles, 140:749 
sonography of chronic intratesticular pathology 
(a), 140:1 280 
see spine 
Sella turcica 
intracranial pressure: empty sella syndrome 
with benign intracranial hypertension (a), 
140:179 
volume in children, 140:797 
Semilunar cartilages, see knee 
Seminoma, see body part 
Sensitometry, see a/so radiography 
Shield, see radiation protection; therapeutic ra- 
diology 
Shoulder 
rotator cuff tear measurement: arthropneumo- 
tomography, 140:315 
unusual dislocations, 140:1207 
Shunt, see specific organ 
Sialography, see salivary gland 
Sickle cell disease, terminal phalangeal sclerosis, 
140:763 
Sigmoid, see colon 
Sinus, paranasal, radiology of ear, nose, throat 
(b), 140:122 
Skeleton, see bone 
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Skull 
atlas of human, (b), 140:286 
Eagle syndrome (c), 140:881 
head injury (b), 140:908 
Sleep apnea, CT of pharyngeal narrowing in adult 
obstructive, 140:543 
Small bowel, see intestine; jejunum; ileum 
Smith, Charles D, 140:36 
Society for Pediatric Radiology, 1983 scientific 
program, 140:482 
Soft tissue 
CT and angiography: tumors of extremities (a), 
140:1043 
sarcomatous degeneration in neurofibromato- 
sis: CT, 140:383 
Sonography, see ultrasound 
Sonography case of day, 140:623, 140:1024 
Spermatic vein, embolization with straight cathe- 
ter (t), 140:168 
Spinal canal 
see spine 
subdural metastatic 
140:1044 
Spinal cord 
diagnosis and treatment of syringomyelia and 
Chiari malformation (a), 140:1280 
dorsal dysraphism with lipoma: radiologic eval- 
uation and surgical correction, 140:1065 
injuries: renal positional changes with, 140:521 
injury without radiographic abnormalities in 
children (a), 140:1045 
late sequelae of trauma: myelographic and sur- 
gical correlation (a), 140:1280 
neuroradiology: neuropathological approach 
(b), 140:1130 
serpentine lumbar nerve root (a), 140:837 
tethered cord syndrome in adults (a), 140:1281 
Spine 
CT and chemonucleolysis of herniated interver- 
tebral disks (a), 140:411 
CT in pyogenic osteomyelitis, 140:1199 
CT of postlaminectomy pseudomeningocele, 
140:1203 
dorsal dysraphism with lipoma: radiologic eval- 
uation and surgical correction, 140:1065 
familial congenital anomaly of C7 (a), 140:411 
low back pain, 140:109 
lumbar discography (a), 140:1043 
lumbar epidural venography: disk disease (I), 
140:406 
lumbar monoradiculopathy due to unilateral 
facet hypertrophy (a), 140:1045 
malformations of atlas vertebra simulating Jef- 
ferson fracture, 140:1083 
new observation? (I), 140:177 
polyostotic tumors (b), 140:116 
pseudospread of atlas: false sign of Jefferson 
fracture in young children, 140:1079 
subdural metastatic adenocarcinoma (a), 
140:1044 
tethered cord syndrome in adults (a), 140:1281 
ultrasound in sciatica (a), 140:411 
Spleen 
abscess due to blastomycosis: scintigraphy, 
sonography, CT (c), 140:66 
embolization to prevent dose limitation of can- 
cer chemotherapy (t), 140:159 
focal lesions: sonographic patterns and guided 
biopsy, 140:59 
Spondylitis, see spine 
Staphylococcus, see specific organ 
Statistics, sensitivity and specificity, 140:1265 
Steel WB, 140:1216 
Stent placement, kinked Lunderquist exchange 
guide wire: sign of impending separation 
(t), 140:1262 
Sternum 
manubriosternal joint in rheumatoid disease, 
140:117 
thoracic alterations after cardiac surgery, 
140:475 
Stomach 


adenocarcinoma (a), 
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balloon dilation of pylorus for gastric outlet ob- 
struction (a), 140:1279 
carcinoma of gastric cardia in young people, 
140:69 
chronic erosive gastritis (a), 140:1042 
muscle thickness in hypertrophic pyloric ste- 
nosis: sonography, 140:221 
radiologic evaluation of complications after eso- 
phagogastrectomy, 140:1163 
reflux: scintigraphy or pH probe?, 140:1087 
sonographic staging of cancer, 140:273 
Stone removal 
dormia basket modification: percutaneous 
transhepatic common bile duct, (t), 
140:395 
susceptibility testing of bacteria obtained be- 
fore bile duct manipulation, 140:1185 
Streptococcus, see specific organ 
Streptokinase 
intraarterial infusion of urokinase in treatment 
of acute pulmonary thromboembolism, 
140:883 
local infusion for superior mesenteric artery 
thromboembolism (c), 140:771 
Styloid process, Eagle syndrome (c), 140:881 
Subaortic stenosis, see heart 
Subarachnoid, see meninges 
Subdural, see meninges 
Subluxation, see dislocation 
Subtraction, see radiography 
Surgery, see organ; part 
Sutures, see skull 
Syndrome, see by name; body part 
Synovitis, see arthritis; specific joint 
Synovium, see specific joint 


Takayasu, see arteritis 
Tarsus, see foot 
Technetium-99m, radioactive excretion in human 
milk after administration (a), 140:181 
Teleradiology, low-cost digital systems, 140:377 
Television, low-cost digital teleradiology, 
140:377 
Temporal bone, radiology of ear, nose, throat (b), 
140:122 
Temporomandibular joint, direct sagittal CT (t), 
140:165 
Tendon, see also specific part 
Teratoma, see specific organ; region 
Testis 
high-frequency scrotal sonography, 140:511 
sarcoidosis after carcinoma treatment (I), 
140:831 
sonography of chronic intratesticular pathology 
(a), 140:1280 
Tetralogy of Fallot, see heart 
Therapeutic radiology, radiation therapy: man- 
agement of meningioma (a), 140:179 
Thorax 
alterations after cardiac surgery, 140:475 
atlas of sectional anatomy: frontal, sagittal, hor- 
izontal planes (b), 140:1102 
Thromboembolism, see embolism; thrombosis 
Thrombolysis, local therapy (e), 140:403 
Thrombosis 
catheterization of arteries for intraarterial can- 
cer treatment (t), 140:607 
left ventricular thrombus detection by two-di- 
mensional echocardiography (a), 140:631 
local thrombolytic therapy (e), 140:403 
restoring patency of central venous catheters 
(t), 140:391 
sonography of jugular vein, 140:333 
widening of upper mediastinum due to innomi- 
nate vein, (a), 140:631 
Thumb, see finger 
Thymus 
CT and sonography: 
140:1131 
CT in myasthenia gravis, 140:31 


thymolipoma (c), 
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Thyroid 
CT of intrathoracic goiters, 140:455 
electron radiography evaluation of solitary nod- 
ules (t), 140:398 
metastatic medullary carcinoma in young chil- 
dren with mucosal neuroma syndrome (a), 
140:634 
multiple endocrine neoplasia syndrome type 
IB: gastrointestinal manifestations, 
140:73 
Tibia 
clubfoot deformity and tibiofibular diastasis, 
140:759 
insufficiency fractures of plateau, 140:1211 
Tomography 
see also specific organ; type 
CT efficacy: evaluating intrathoracic masses (I), 
140:829 
tomoscopy: dynamic layer imaging without me- 
chanical movements, 140:1247 
Tongue, chronic alveolar hypoventilation second- 
ary to macroglossia in Beckwith-Wiede- 
mann syndrome (a), 140:839 
Toxoplasmosis 
encephalitis in Haitians with acquired immuno- 
deficiency syndrome, 140:861 
frequency in congenital hydrocephalus (a), 
140:838 
Trachea 
child’s trachea: CT cross-sectional shape, 
140:1103 
CT (I), 140:408 
inhalation bronchography (a), 140:1040 
obstruction of airway by aorta in infants with 
congenital heart disease, 140:675 
tracheopathia osteoplastica: CT (c), 140:268 
Transhepatic cholangiography, see cholangiog- 
raphy 
Transluminal dilatation 
abdominal aortic coarctation (c), 140:1239 
aspirin effect on angioplasty-induced vessel 
wall hyperemia, 140:1233 
gastric outlet obstruction (a), 140:1279 
iliac artery rupture: complication (c), 140:989 
peripheral vascular disease (a), 140:633 
renal transplant arterial stenosis: percuta- 
neous, 140:325 
severe esophageal stricture (a), 140:1279 
vascular patency after femoral angioplasty: cor- 
relation of angiographic appearance with 
Clinical findings, 140:1227 
Transposition of great vessels, see heart 
Treatment planning, see therapeutic radiology 
Tricuspid valve 
see heart 
echocardiography of 
140:1041 
Trisomy, see Down syndrome 
Trophobliastic disease, see uterus 
Truncus arteriosus, see heart 
Tuberculosis 
see also specific organ 
arteriovenous fistulas originating from Rasmus- 
sen aneurysms (c), 140:687 
tuberculous meningitis: CT (a), 140:180 


regurgitation (a), 


U 


Ulcer, see specific organ 
Ultrasound 
see also specific organ; region 
annual 1982 (b), 140:1130 
bilomas: detecting and draining, 140:715 
case of day, 140:1024 
chronic intratesticular pathology (a), 140:1280 
clinically unsuspected acute and chronic scro- 
tal hematoceles, 140:749 
cystic adenomatoid malformation of lung (c), 
140:693 
evaluation of orbital masses: CT and, (a), 
140:1281 
focal lesions in spleen: patterns and guided 
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biopsy, 140:59 
high-frequency scrotal, 140:511 
human endoscopic (a), 140:1041 
intestinal obstruction (a), 140:1042 
operative (b), 140:1134 
prostatic adenomas and carcinomas (a), 
140:1042 
real-time needle biopsy guide (t), 140:162 
sciatica (a), 140:411 
staging prostatic carcinoma (a), 140:1042 
transperineal prostatic biopsy: longitudinal lin- 
ear-array transducer, 140:745 
traumatic rupture of diaphragm, 140:915 
vaginal masses, 140:1005 
Ultrasound, abdomen 
esophageal and duodenal atresia (c), 140:225 
exophytic gastrointestinal leiomyosarcoma (a), 
140:178 
leiomyosarcoma (a), 140:835 
muscle thickness in hypertrophic pyloric ste- 
nosis, 140:221 
peritoneal mesothelioma: CT, fine-needle aspi- 
ration biopsy, and, 140:1189 
staging gastric cancer, 140:273 
Ultrasound, bile duct 
acute obstruction: discordance of cholescintig- 
raphy and (c), 140:501 
primary carcinomas (a), 140:632 
Ultrasound, blood vessel 
carotid atherosclerosis: real-time, and angiog- 
raphy, 140:355 
cerebral arteriography, noninvasive Doppler im- 
aging, intravenous angiography: compar- 
ison (a), 140:633 
jugular vein thrombosis, 140:333 
major abdominal vascular lesions (a), 140:634 
Ultrasound, brain 
intracraniai pathology in “‘high risk’’ neonates 
(a), 140:413 
intraoperative use (a), 140:1044 
perinatal intracerebellar hemorrhage (a), 
140:413 
pseudoasymmetry of prenatal cerebral hemi- 
spheres (a), 140:181 
Ultrasound, breast 
cancer detection with mammography and, 
140:843 
evaluation of new imaging procedures for can- 
cer (e), 140:591 
fibroadenoma: pathology correlation, 140:369 
Uitrasound, cranium, biopsy for deep-seated 
brain tumors (a), 140:838 
Ultrasound, gallbladder 
choledocholithiasis (a), 140:1278 
CT and: hemorrhagic cholecystitis (c), 
140:1197 
gallstone simulation (c), 140:287 
metastatic tumors (a), 140:1278 
population survey: cholecystography (a), 
140:179 
Ultrasound, heart 
balloon atrial septostomy (a), 140:409 
cross-sectional, (b), 140:286 
echocardiographic interpretation (b), 140:510 
left ventricular function: synchronous echocar- 
diography and apex cardiography (a), 
140:409 
left ventricular thrombus detection by two-di- 
mensional, (a), 140:631 
regional stasis of blood in dysfunctional left 
ventricle (a), 140:1040 
tricuspid regurgitation (a), 140:1041 
Ultrasound, kidney 
calcification simulating 
140:101 
cystic disease: review, 140:81 
findings in masses, 140:87 
lymphoma of children (a), 140:836 
nephrocalcinosis in Cushing syndrome (I), 
140:833 
pyonephrosis, 140:991 
severe infections: CT and, 140:517 


nephrolithiasis, 
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transitional cell carcinoma (a), 140:1279 
Ultrasound, liver 
abscesses: echogenic with or without demon- 
strable gas (I), 140:1275 
amebic abscess (a), 140:631 
amebic abscess in children (a), 140:838 
disproportionate left lobe size in fetus (a), 
140:181 
hepatocellular carcinoma: histology and, cor- 
relation, 140:701 
mesenchymal hamartoma: fetal sonography (c), 
140:970 
posttraumatic intrahepatic biloma, 140:303 
solitary spot: hemangioma?, 140:41 
Ultrasound, pancreas 
CT and, (a), 140:835 
“ghost tail’’ (a), 140:632 
pseudocyst: CT and, 140:59 
techniques in detection of pseudocysts (I), 
140:1038 
Ultrasound, pelvis, 
140:1279 
Ultrasound, pregnancy 
cervicai mass in fetus associated with maternal 
hydramnios (c), 140:507 
determining fetal gender before 25 weeks ges- 
tation, 140:741 
obstetrics and gynecology (b), 140:1110 
polyhydramnios associated with fetal limb ab- 
normalities, 140:1001 
retroplacental clear area (a), 140:1280 
standardized plane for biparietal diameter 
measurement (a), 140:181 
uterine cervix, 140:737 
Ultrasound, thorax, CT and: thymolipoma (c), 
140:1131 
Ultrasound, uterus 
cervix in pregnancy, 140:737 
hydatidiform mole and look-alikes, 140:307 
Ureter 
bifid blind-ending (a), 140:836 
coexistence of ureteropelvic junction obstruc- 
tion and reflux, 140:231 
kinked Lunderquist exchange guide wire: sign 
of impending separation (t), 140:1262 
simplified method for placement of internal 
stents (t), 140:611 
Urinary tract 
diagnosis of genitourinary disease (b), 140:880 
dosage schedule for pediatric urography (t), 
140:815 
sonography of pyonephrosis, 140:991 
Urinary tract, drainage 
preservation of nephrostomy tracts (I), 140:832 
simplified method for placement of internal 
stents (t), 140:611 
Urinary tract, obstruction 
acute urinary retention: presenting symptom of 
Ascaris lumbricoides infection in children 
(a), 140:1282 
coexistence of ureteropelvic junction obstruc- 
tion and reflux, 140:231 
Urography 
diagnosis of genitourinary disease (b), 140:880 
dosage schedule for children (t), 140:815 
visualization of renal fascia: normal finding, 
140:1243 


posthysterectomy (a), 


Uterus 
see also pregnancy 
sonography of cervix in pregnancy, 140:737 
sonography of hydatidiform mole and look- 
alikes, 140:307 
sonography of posthysterectomy pelvis (a), 
140:1279 


Vv 


Vagina, sonography of masses, 140:1005 
Vagotomy, see stomach 
Valve, see specific valve 
Varix 
see also specific part 
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bleeding esophageal, (a), 140:633 
CT of esophageal after sclerotherapy (c), 
140:1195 
radiography of common bile duct (a), 140:179 
Vein 
see also specific organ; vein 
anatomy of sacral plexus (p), 140:143 
jugular thrombosis: sonography, 140:333 
widening of upper mediastinum due to innomi- 
nate thrombosis (a), 140:631 
Vena cava 
focal contrast enhancement on hepatic CT and 
brachiocephalic and superior, vein ob- 
struction (c), 140:337 
NMR of vasculature of abdominal viscera, 
140:1217 
redirecting malpositioned central venous cath- 
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eters (t), 140:393 
restoring patency of central venous catheters 
(t), 140:391 
review: anomalies of inferior, 140:339 
Venography 
see also angiography; specific vein; organ; 
re gion 
disk disease: lumbar epidural (I), 140:406 
phlebography of lower limb (b), 140:516 
Ventricle, see brain; heart 
Ventricular septal defect, see heart 
Ventriculography, see brain; heart 
Vertebra 
Vertebral artery, ectasia of intracerebral arteries 
(a), 140:412 
Vesicoureteral reflux, see ureter 
Volvulus, see specific organ 
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Ww 


WDHA syndrome, see pancreas 
Wilms tumor, see kidney 


Xeroradiography 
atlas of mammography (b), 140:680 
tomography and, after reconstructive middle 
ear surgery for cholesteatoma (a), 
140:413 
X-rays, see radiography 


z 
Zanon, Bert, 140:230 


: 


Volume 
140 


Official Journal 
American Roentgen Ray Society 


American Journal of Roentgenology 


Diagnostic Imaging and Related Sciences 


Editor Melvin M. Figley 


Associate Editors Rosalind H. Troupin 
John D. Harley 
Charles A. Rohrmann, Jr. 


Associate Editor, Neuroradiology Juan M. Taveras 


Consulting Editorial Board \KentEllis E. Robert Heitzman 
William R. Hendee e N. Thorne Griscom e Eugene C. Klatte 
Peter L. Cooperberg e John G. McAfee e John L. Doppman 
Christos A. Athanasoulis « William B. Seaman 

Michel M. Ter-Pogossian e Joseph P. Whalen 

David M. Witten e Robert H. Freiberger 


Editorial Staff Kathleen A. Murray, manager 
Marie J. Leonard, senior manuscript editor e¢ Janine Anderson, 
assistant manuscript editor 


All business correspondence, including advertising, subscriptions, address 
changes, reprints, and permission requests should be addressed to Williams & 
Wilkins, 428 East Preston Street, Baltimore, MD 21202. Correspondence re- 
garding editorial matters should be addressed to the editorial office, AJR, 909 
N.E. 43d St., Suite 306, Seattle, WA 98105. For manuscript submission, see 
Guidelines for Authors, this issue. Undelivered or damaged copies replaced 
within 60 days of publication; 90 days for foreign subscribers. Allow 90 days 
for address changes. 


AJR AMERICAN JOURNAL OF ROENTGENOLOGY (!SSN 0361 803X) is 
published monthly by American Roentgen Ray Society, 428 E. Preston Street, 
Baltimore, MD 21202. Annual dues include $50 for journal subscription. Second 
class postage paid at Baltimore, MD and at additional mailing offices. Postmas- 
ter send address changes (Form 3579) to Williams & Wilkins, 428 East Preston 
St., Baltimore, MD 21202. Subscription rates $75 ($100 foreign); institutions 
$95 ($120 foreign); in training $50; single copy $14 ($17). Japanese Yen price 
is available from our sole agent U.S.-Asiatic Co. Ltd., 13-12, Shimbashi 1- 
Chome, Minato-Ku, Tokyo 105, Japan, telephone 03-502-6471. Airmail rates 
furnished on request. Indexed by Current Contents and Index Medicus. Copy- 
right © 1983 by American Roentgen Ray Society. 


0361-803X/83 $00.00 


American Roentgen Ray Society: 
Officers and Meeting Information 


Officers 


President: John P. Tampas 
President-elect: Melvin M. Figley 
1st Vice-president: Eugene C. Klatte 
2d Vice-president: Ronald G. Evens 
Secretary: Raymond A. Gagliardi 
Treasurer: Harley C. Carlson 


Executive Council: J. P. Tampas, M. M. Figley, E. C. Klatte, 
R. G. Evens, R. A. Gagliardi, H. C. Carlson, A. E. James, G. 
D. Dodd, M. P. Capp, E. Gedgaudas, G. W. Hartman, G. A. 


Kling, J. D. Calhoun, J. F. Martin, R. H. Troupin, S. S. 
Siegelman, T. C. Beneventano, L. F. Rogers, J. F. Wiot, 
chairman 


Committees 1982-1983 


Editorial Policy: M. M. Figley, J. M. Taveras, R. H. Troupin, J. D 
Harley, C. A. Rohrmann, Jr., J. T. Ferrucci, Jr., F. F. Ruzicka, A. K. 
Poznanski, S. A. Kieffer, M. P. Capp, chairman 


Education and Research: J. R. Thornbury, B. G. Brogdon, D. G. 


Bragg, J. E. Youker, E. Gedgaudas, ex officio, G. W. Hartman, 
chairman 


Finance and Budget: J. V. Rogers, Jr., J. H. Shapiro, L. F. Rogers, 
T. C. Beneventano, A. E. James, chairman 


Instruction Courses: G. W. Hartman, associate chairman, E. Ged- 
gaudas, chairman 


Program: J. P. Tampas, R. A. Gagliardi, L. F. Rogers, J. F. Wiot, M. 
P. Capp, G. D. Dodd, G. W. Hartman, E. Gedgaudas, G. A. Kling, 
T. F. Leigh, M. M. Figley, chairman 


Publications: J. T. Ferrucci, Jr., F. F. Ruzicka, A. K. Poznanski, S. 
A. Kieffer, M. P. Capp, chairman 


Scientific Exhibits: H. Y. Yune, R. N. Berk, J. E. Madewell, G. D. 
Dodd, chairman 


Ad Hoc Committees 1982-1983 


Collaboration with Other Scientific Societies: H. Z. Mellins, C. B. 
Holman, W. B. Seaman, M. M. Figley, P. A. Riemenschneider, J. P. 
Tampas, J. F. Martin, H. C. Carlson, G. A. Kling, R. A. Gagliardi, R. 
G. Evens, J. L. Gwinn, chairman 


Local Arrangements: T. F. Leigh, chairman 


Nominating: P. A. Riemenschneider, J. E. Youker, T. C. Beneven- 
tano, chairman 


Representatives to Other Organiza- 
tions 


American Board of Radiology: E. C. Klatte, R. W. McConnell 


American College of Radiology: J. L. Gwinn, Board of Chancellors; 
G. A. Kling, councilor, G. W. Hartman, alternate, Council; J. M. 
Dennis, Advisory Committee to Registry of Radiologic Pathology; 
E. J. Ferris, Committee on Continuing Evaluation of Postgraduate 
Education; R. A. Gagliardi, Commission on Intersociety Relations 


American Medical Association House of Delegates: S. F. Ochs- 
ner, delegate, K. C. Krabbenhoft, alternate 


Meetings, Membership, Business In- 
formation 


Annual Meetings: April 18-22, 1983, Atlanta Hilton; April 
9-13, 1984, Las Vegas Hilton; April 22-26, 1985, Sheraton 
Boston; April 14-18, 1986, Sheraton Washington (DC) 


Scientific Program 1983 Meeting: Melvin M. Figley, president- 


elect, Department of Radiology, University of Washington, Seattle, 
WA 98195 


Director Annual Meeting: George A. Kling, Harper Hospital, Detroit, 
MI 48201 


ARRS Membership: Jerome F. Wiot, Dept. of Radiology, Cincinnati 
General Hospital, 234 Goodman, Cincinnati, OH 45267. Qualifica- 
tions for ‘‘active’’ membership in ARRS include graduation in good 
standing from an approved medical school or possession of an 
advariced degree in one of the physical, chemical, or biological 
sciences. Applicants must have been active in radiology or one of 
its branches in the western hemisphere and must be certified by 
one of the recognized American Medical Specialty Boards or the 
Royal College of Canada or have training and credentials consid- 
ered adequate by the ARRS Executive Council. Applicants must 
submit letters of sponsorship from two members of the ARRS. For 
consideration at the 1983 ARRS meeting, applications must reach 
Dr. Wiot no later than Dec. 31, 1982. 


Business Office: George J. O'Hop, controller, American College of 
Radiology, Suite 1660, 20 N. Wacker Dr., Chicago, IL 60606 


| 

il 


January 1983 


MAMMOGRAPHY 
— and Consistency in Classification of Breast Parenchymal Patterns. Carlile T, Thompson DJ, Kopecky KJ, 
et al. 
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Radiographic Techniques to Evaluate Paintings. James AE Jr, Gibbs SJ, Sloan M, Erickson J, Diggs J 


PEDIATRIC RADIOLOGY 


Muscle Thickness in Hypertrophic Pyloric Stenosis: Sonographic Determination. Blumhagen JD, Noble HGS 

Combined Esophageal and Duodenal Atresia: Sonographic Findings. Hayden CK Jr, Schwartz MZ, Davis M, Swischuk LE 

Prone Cross-Table Lateral View: An Alternative to the Invertogram in imperforate Anus. Narasimharao KL, Prasad GR, 
Katariya S, Yadav K, Mitra SK, Pathak IC 

The Coexistence of Ureteropelvic Junction Obstruction and Reflux. Lebowitz RL, Blickman JG 

Premature Fusion of the Proximal Humeral Epiphyses in Thalassemia. Lawson JP, Ablow RC, Pearson HA 


THORACIC RADIOLOGY 

The Effect of Some Contrast Agents in the Lung: An Experimental Study in the Rat and Dog. McAlister WH, Askin FB 
Multiple Primary Bronchogenic Carcinomas of the Lung. Bower SL, Choplin RH, Muss HB 
Bronchogenic Carcinoma in Breast Carcinoma Patients. Hil/ CA, North LB, Osborne BM 
Avoidance of Negative Percutaneous Lung Biopsy Using Contrast-Enhanced CT. Pinstein ML, Scott RL, Salazar J 
Computed Tomography of Tracheopathia Osteoplastica. Onitsuka H, Hirose N, Watanabe K, et al. 
Control of Massive Hemoptysis by Bronchial Artery Embolization with Absolute Alcohol. Naar CA, Soong J, Clore F, Hawkins 

IF Jr 


GASTROINTESTINAL RADIOLOGY 
Sonographic Staging of Gastric Cancer. Derchi LE, Biggi E, Rollandi GA, Cicio GR, Neumaier CE 
Computed Tomography in the Evaluation of Crohn Disease. Goldberg Hi, Gore RM, Margulis AR, Moss AA, Baker EL 


A Sign of Symptomatic Chronic Cholecystitis on Biliary Scintigraphy. A/-Sheikh W, Hourani M, Barkin JS, Clarke LP, Ashkar 
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DJ 
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et al. 
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Anomalies of the Inferior Vena Cava. Mayo J, Gray R, St. Louis E, Grosman H, McLoughlin M, Wise D 
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BH 
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Redirection of Malpositioned Central Venous Catheters. Hawkins iF Jr, Paige RM 
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Electron Radiography in the Evaluation of Solitary Nodules in the Thyroid Gland. Becker TS, Wilkinson E, Muntz EP, Kaptein 
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Intravenous vs. Left Ventricular Injection of lonic Contrast Material: Hemodynamic Implications for Digital Subtraction 
Angiography. Mancini GBJ, Ostrander DR, Slutsky RA, Shabetai R, Higgins CB 


THORACIC RADIOLOGY 


The Superolateral Major Fissures. Proto AV, Ball JB Jr 

Computed Tomography of the Major and Minor Fissures. Proto AV, Ball JB Jr 

Postnatal Growth and Size of the Pulmonary Acinus and Secondary Lobule in Man. Osborne DRS, Effmann EL, Hedlund LW 

Computed Tomography of intrathoracic Goiters. Bashist B, Ellis K, Gold RP 

Azygos Vein Abutting the Posterior Wall of the Right Main and Upper Lobe Bronchi: A Normal CT Variant. Landay MJ 

Bronchogenic Cysts with High CT Numbers. Mendelson DS, Rose JS, Efremidis SC, Kirschner PA, Cohen BA 

Bronchial Artery Occlusion for Severe Hemoptysis: Use of Isobutyl-2 Cyanoacrylate. Grenier P, Cornud F, Lacombe P, Viau 
F, Nahum H 

Significance of Wall Thickness in Solitary Cavities of the Lung: A Follow-up Study. Woodring JH, Fried AM 

Thoracic Alterations After Cardiac Surgery. Carter AR, Sostman HD, Curtis AM, Swett HA 

Peri- and Paracardial Involvement in Lymphoma: A Radiographic Study of 11 Cases. Jochelson MS, Balikian JP, Mauch P, 
Liebman H 

Induced Coronary Spasm without Electrocardiographic Signs or Symptoms of Myocardial Ischemia. Cipriano PR 


ABDOMINAL AND GASTROINTESTINAL RADIOLOGY 


Complications After Herniography in Adults. Ekberg O 

Digital Subtraction Angiography of the Portal Venous System. Foley WD, Stewart ET, Milbrath JR, SanDretto M, Milde M 
Discordance of Sonography and Cholescintigraphy in Acute Biliary Obstruction. Floyd JL, Collins TL 

Food Laceration of the Esophagus: The Taco Tear. Hunter TB, Protell RL, Horsley WW 

Optimum Overhead Views in Double-Contrast Barium-Enema Examinations. Eisenberg RL, Meyers PC, May ST 


GENITOURINARY RADIOLOGY 


Diagnostic Oncology Case Study. Cervical Mass in a Fetus Associated with Maternal Hydramnios. Kangarioo H, Diament 
MJ, Steckel RJ, Kagan AR 

High-Frequency Scrotal Sonography. Carro// BA, Gross DM 

CT and Sonography of Severe Renal and Perirenal Infections. Hoddick W, Jeffrey RB, Goldberg HI, Federle MP, Laing FC 

Renal Positional Changes in Spinal-Cord-injured Patients. Karasick D, Karasick S, Brennan R 


HEAD AND NECK RADIOLOGY 


High-Resolution CT Analysis of Facial Struts in Trauma: 1. Normal Anatomy. Gentry LR, Manor WF, Turski PA, Strother CM 

High-Resolution CT Analysis of Facial Struts in Trauma: 2. Osseous and Soft-Tissue Complications. Gentry LR, Manor WF, 
Turski PA, Strother CM 

CT Demonstration of Pharyngeal Narrowing in Adult Obstructive Sleep Apnea. Bohiman ME, Haponik EF, Smith PL, Allen RP, 
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Physician Attitudes Toward the Competence of General Diagnostic Radiologists: Survey and Implications. Rockoff SD, Davis 
DO, Gaskill JW 
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Clinical Value of Coronary Bypass Graft Evaluation with CT. Godwin JD, Califf RM, Korobkin M, Moore AV, Breiman RS, 
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Computed Tomography of Renal Infarction: Clinical and Experimental Observations. Glazer GM, Francis IR, Brady TM, Teng 
SS 


Perirenal Pancreatic Pseudocysts: Diagnostic Management. Baker MK, Kopecky KK, Wass JL 
Retroperitoneal Cystic Lymphangioma. Radin R, Weiner S, Koenigsberg M, Gold M, Bernstein R 
Obturator Hernia Diagnosed by Computed Tomography. Cubillo E 


OBSTETRIC AND GENITAL RADIOLOGY 
Sonographic Appearance of the Uterine Cervix in Pregnancy: The Vertical Cervix. Bowie JD, Andreotti RF, Rosenberg ER 
Sonographic Determination of Fetal Gender Before 25 Weeks Gestation. Dunne MG, Cunat JS 
Sonographically Guided Transperineal Prostatic Biopsy: Preliminary Experience with a Longitudinal Linear-Array Trans- 
ducer. Rifkin MD, Kurtz AB, Goldberg BB 
Sonographic Findings in Clinically Unsuspected Acute and Chronic Scrotal Hematoceles. Cunningham JJ 


SKELETAL RADIOLOGY 
Treated Ewing Sarcoma: Radiographic Appearance in Response, Recurrence, and New Primaries. Taber DS, Libshitz HI, 
Cohen MA 
Clubfoot Deformity and Tibiofibular Diastasis. Gilsanz V, Teitelbaum G, Condon VR 
Terminal Phalangeal Sclerosis in Sickle Cell Disease. Sebes J/, Brown DL 


Plica Synovialis Infrapatellaris: Arthrographic Sign of Anterior Cruciate Ligament Disruption. Brody GA, Paviov H, Warren RF, 
Ghelman B 


VASCULAR RADIOLOGY 
Local Streptokinase Infusion for Superior Mesenteric Artery Thromboembolism. Flickinger EG, Johnsrude IS, Ogburn NL, 
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Breast Cancer Detection with Sonography and Mammography: Comparison Using State-of-the-Art Equipment. Sickles EA, 
Filly RA, Callen PW 


HEAD AND NECK RADIOLOGY 


NMR Demonstration of Cerebral Abnormalities: Comparison with CT. Brant-Zawadzki M, Davis PL, Crooks LE, et al. 

Digital Subtraction Angiography with Intravenous Injection: Assessment of 1,000 Carotid Bifurcations. Wood GW, Lukin RR, 
Tomsick TA, Chambers AA 

Toxoplasma Encephalitis in Haitian Adults with Acquired Immunodeficiency Syndrome: A Clinical-Pathologic-CT Ccrrelation. 
Donovan Post MJ, Chan JC, Hensley GT. Hoffman TA, Moskowitz LB, Lippmann S 

Special Article. High-Resolution CT of Lesions of the Optic Nerve. Peyster RG, Hoover ED, Hershey BL, Haskin ME 

Pictorial Essay. High-Resolution Computed Tomography of the Normal Larynx. Silverman PM, Korobkin M 

The Eagle Syndrome. Lorman JG, Biggs JR 
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Intraarterial Infusion of Urokinase in the Treatment of Acute Pulmonary Thromboembolism: Preliminary Observations. 
Barberena J 

CT Anatomy of Hilar Lymphadenopathy. Sone S, Higashihara T, Morimoto S, et al. 

Fine-Needle Aspiration Biopsy of Mediastinal Masses: Evaluation of 136 Experiences. Ad/er OB, Rosenberger A, Peleg H 
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CT of intracardiac and Intrapericardial Masses. Gross BH, Glazer GM, Francis IR 
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Caldwell Lecture. The Collateral Circulation: Response to Ischemia. Abrams HL 


PEDIATRIC RADIOLOGY 

A New Understanding of Dorsal Dysraphism with Lipoma (Lipomyeloschisis): Radiologic Evaluation and Surgical Correction. 
Naidich TP, McLone DG, Mutluer S 

Pseudospread of the Atlas: False Sign of Jefferson Fracture in Young Children. Suss RA, Zimmerman RD, Leeds NE 

Malformations of the Atlas Vertebra Simulating the Jefferson Fracture. Gehweiler JA Jr, Daffner RH, Roberts L Jr 

Gastroesophageal Reflux—The Acid Test: Scintigraphy or the pH Probe? Seibert JJ, Byrne WJ, Euler AR, Latture T, Leach M, 
Campbell M 

Review. infantile Hemangioendetiielicma of the Liver: A Radiologic-Pathologic-Clinical Correlation. Dachman AH, Lichtenstein 
JE, Friedman AC, Hartman DS 

Comparative Hemodynamic Effect of Metrizamide and Renografin 76 in Infants with Congenital Heart Disease. Baltaxe HA, 
Mooring P, Kugler J, Pinsky W, Chu WK 

Cross-Sectional Shape of the Child’s Trachea by Computed Tomography. Griscom NT 

Treatment of Localized Pulmonary Interstitial Emphysema with Selective Bronchial Intubation. Vahey TN, Pratt GB, Baum 
RS 

Vascular Ring: Unusual Cause of Unilateral Obstructive Pulmonary Hyperinflation. Pirtle T, Clarke E 

Thoracoomphalopagus Conjoined Twins: Preoperative Evaluation by Scintigraphy. Pate! B, Ho J, Sherry M, Ryan A 


THORACIC RADIOLOGY 
Comparison of CT Localization Radiography and High-Kilovoltage Chest Radiography. Effmann EL, Ravin CE, Breiman RS, 
Hedlund LW 
CT in Aortic Trauma. Heiberg E, Wolverson MK, Sundaram M, Shields JB 
Computed Tomography of the Abnormal Pericardium. Silverman PM, Harell GS, Korobkin M 
Computed Tomography and Sonography of Thymolipoma. Yeh HC, Gordon A, Kirschner PA, Cohen BA 
Coarctation of the Aorta with Right Aortic Arch of the Mirror-image Type. Edelman RR, Weintraub R, Paulin S 


GASTROINTESTINAL RADIOLOGY 


Management of Rectal Carcinoma: Impact of Computed Tomography. van Waes PFGM, Koehler PR, Feldberg MAM 

Barium Enemas of Carcinoma of the Colon: Sensitivity of Double- and Single-Contrast Studies. Johnson CD, Carlson HC, 
Taylor WF, Weiland LP 

Barium Evaluation of Anal Canal in Patients with inflammatory Bowel Disease. DuBrow RA, Frank PH 

Small-Bowel Obstruction Masking S_ ~chrenous Large-Bowel Obstruction: A Need for Emergency Barium Enema. Fataar S, 
Schulman A 

Radiologic Evaluation of Complications f.fter Esophagogastrectomy. Owen JW, Balfe DM, Koehler RE, Roper CL, Weyman PJ 

Portal Venous Air Associated with Bariu-n Enema. Stein MG, Crues JV Ill, Hamlin JA 


BILIARY AND ABDOMINAL RADIOLOGY 


Computed Tomographic Features of Biliary Obstruction. Baron RL, Stanley RJ, Lee JKT, Koehler RE, Levitt RG 

Computed Tomography of Choledocholithiasis. Jeffrey RB, Federle MP, Laing FC, Wall S, Rego J, Moss AA 

Susceptibility Testing of Biliary Bacteria Obtained Before Bile Duct Manipulation. Wayne PH Iil, Whelan JG Jr 

Diagnosis of Peritoneal Mesothelioma: Computed Tomography, Sonography, and Fine-Needle Aspiration Biopsy. Reuter K, 
Raptopoulos V, Reale F, et al. 

Computed Tomography of Esophageal Varices After Sclerotherapy. Halden WJ, Harnsberger HR, Mancuso AA 

Sonography and Computed Tomography of Hemorrhagic Cholecystitis. Jenkins M, Golding RH, Cooperberg PL 


SKELETAL RADIOLOGY 
CT in Pyogenic Osteomyelitis of the Spine. Kattapuram SV, Phillips WC, Boyd R 
CT Identification of Postlaminectomy Pseudomeningocele. Teplick JG, Peyster RG, Teplick SK, Goodman LR, Haskin ME 
Unusual Dislocations of the Shoulder. Downey EF Jr, Curtis DJ, Brower AC 
insufficiency Fractures of the Tibial Plateau. Manco LG, Schneider R, Pavlov H 


VASCULAR RADIOLOGY 

Nuclear Magnetic Resonance Imaging of Vasculature of Abdominal Viscera: Normal and Pathologic Features. Higgins CB, 
Goldberg H, Hricak H, Crooks LE, Kaufman L, Brasch R 

Patency After Femoral Angioplasty: Correlation of Angiographic Appearance with Clinical Findings. Probst P, Cerny P, 
Owens A, Mahler F 

Effect of Aspirin on Angioplasty-Induced Vessel Wall Hyperemia. Cragg A, Einzig S, Rysavy J, Castaneda-Zuniga W, Borgwarat 
B, Amplatz K 

Percutaneous Transluminal Angioplasty of an Abdominal Aortic Coarctation. Nanni GS, Hawkins IF Jr, Alexander JA 


DIAGNOSTIC IMAGING 


Visualization of the Renal Fascia: A Normal Finding in Urography. Kochkodan EJ, Haggar AM 
Focal Fibrous Disease of the Breast: Mammographic Detection of an Unappreciated Condition. Hermann G, Schwartz IS 


TECHNOLOGY 


Tomoscopy: Dynamic Layer Imaging without Mechanical Movements. Sk/ebitz H, Haendle J 
Value of Electron Microscopy in Cytologic Diagnosis of Fine-Needle Biopsy. Berkman WA, Chowdhury L, Brown NL, Padleckas 
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Occlusion of Large Fistulas with Detachable Valved Balloons and the Spider. Grinnell VS, Flanagan KG, Mehringer CM, 
Heishima GB 
The Kinked Lunderquist Exchange Guide Wire: A Sign of Impending Separation. Bigongiari LR, Yen KKHF 
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